Devoted to the Turf | 
Lexington, Ky., Saturday, : 
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“Ve Selima Stakes of 19485 
$25,000 “Added 


For Two-Year-Old Fillies (Now Yearlings) 


CLOSING THURSDAY, MAY 15, 1947 


FOR FILLIES TWO YEARS OLD (NOW YEARLINGS), FOALS OF 1946. By subscription of $10 each, 
to be paid at time of entry. To remain eligible the following cash payments must be made: January 15, 
1948, $40 each; June 15, 1948, $50 each; $250 additional to start. The Maryland State Fair, Inc., to add 
$25,000, of which $5,000 to second; $2,500 to third; and $1,250 to fourth. The nominator of the winner to 
receive $2,000; second $1,000; third $500. 119 lbs. Winners of a Sweepstakes at a mile or over penal- 
ized 3 lbs. Maidens allowed 5 lbs. The produce of mares or stallions which have not produced a win- 
ner prior to date of closing allowed 3 lbs.; if both, 5 lbs., these allowances regardless of penalties if 
claimed at the time of entry. Starters to be named through the entry box the day before the race at usual 
time of closing, but only those that pass the scales to be liable for the starting fee. 


ONE MILE AND A SIXTEENTH 


Mr. William Woodward, in behalf of the Belair Stud, has presented a cup 
to be added to the Selima Stakes, same to be won three times by the same 
owner before becoming his or her property: the winner each year to receive 
a replica of the cup. 


For Blanks and Further Information 


MARYLAND STATE FAIR, Inc. 


Laurel, Maryland 
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FOUR FREEDOMS Sook Full 


Br., 1940, by Peace Chance—*Nea Lap, by Night Raid 


HAYRIDE Book Full 


B., 1938, by Stimulus—Lady Minnie, by *Sir Gallahad III 


CONDIMENT Book Full 


| Ch., 1945, by Eight Thirty—Lazy Susan, by *St. Germans 


GIANT KILLER 


Br. or blk., 1933, by *St. Germans—Escadrille, by Man o’ War 
Property of H. P. Christiansen 


FEE $200—Return 


‘WINTER RULES 


Gr., 1940, by Fairway—Blanco, by Blandford. 
FEE $500—Return 
Three Seasons Available for 1947 


"In the heart of the great middle basin" 


Fair Play The Tetrarch Bend Or St. Simon Commando 
Domino Polymelus Isonomy *Rock Sand Ben Brush Carbine 
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GRAND ADMIRAL 


Property of Brookmeade Stable 


RAND ADMIRAL was one of the 
leading 2-year-olds of 1946. He won 
his first start, a maiden five-furlong race, 


GRAND FLAME, the dam of Grand Ad- 
miral, was a winner. In addition to 
Grand Admiral, she had one other foal, 


, Fair Play by Hastings 
Man 0° War Mahubah by *Rock Sand 
WAR ADMIRAL (Brown, 1934) 


Brushup {Sweep by Ben Brush <0 
in :59%. In the East View Stakes | GRAND ADMIRAL (Chestmt colt, 1944) | Which’ was also winner. 
- Grand Admiral turned back the repeated Grand Time yg Re oe en FLAMBOLA, the grandam of Grand Ad- 


challenges of I Will and Phalanx to win 
:! at every post: a performance similar to 
that was turned in in the Saratoga Spe- 


GRAND FLAME (Brown, 1938) 
Yai y 0 e table 
{ by *Durbar I 


miral, did not race. She is also dam of 
Jabola, a producer. The next dam, 
*Flambette, won the Latonia Oaks, 
Coaching Club of America Oaks, and 


cial. In the Grand Union Hotel Stakes he was bothered by Blue 


produced the stakes winners Flaming, Cycle, and Flambino (the 


Border’s swerving in the stretch, but he came again to finish 
third, giving the winner 16 lbs. In the Hopeful Stakes, in which 
the track record of 1:17 was equaled, he finished third, was moved 
to second place when Cosmic Bomb was disqualified. 

GRAND ADMIRAL won three of his six starts at two, was second 
once, third once, and fourth one time. He earned $51,720. 


dam of Omaha and Flares), and also Gallette, the dam of Gallorette. 
From this immediate family have also come Johnstown, Jacola, and 
Phalanx—this is one of the famous Belair Stud female lines. 


GRAND ADMIRAL is a son of War Admiral, apparently the strong- 
est link with the famous Man o’ War—Fair Play line for American 
breeders today. War Admiral was leading sire of 1945. 


BOOK FULL—1948 
1948 Fee $500—Live Foal. Approved Mares Only. 


HIGH HOPE FARM 


Lexington Kentucky 


All inquiries to Douglas M. Davis, High Hope Farm, Russell Cave Pike, Lexington, Ky. Phone 4740. 
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Owned by Murlogg Farm 


Fee $500 With Return 
To Approved Mares 


Not responsible for 
accidents or disease. 


Standing At 


Faraway Farm 


Leading 3-year-old colt of 1945 


Step 


*Sir Gallahad II_______ *Teddy 
Fighting Fox ______ Plucky Liege 
Celt 
FIGHTING STEP___ *Fairy Ray 
Ch. h., 1942 [ee Upset 
\St. Theresa 
Anna {*Wrack 


\Royal Message 


Apply to 
PATRICK O’NEILL MURLOGG FARM 
Faraway Farm P. O. Box 54 
Lexington, Ky. Evansville, Ind. : 


Saturday, May 10, 1947 
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GREENTREE STUD STALLIONS 


Season of 1947 


THIRD DEGREE 


Bay, 1936, by Questionnaire—Panache, by Broomstick. 


Third Degree’s first crop of 2-year-olds raced in 1946. Among his winners were Ges- 
tapo, winner of the Flash Stakes at Saratoga, Herbo, Fourth Degree, and Junior Wolf. 
Third Degree was a stakes and handicap winner in record time. 


$500—RETURN 


AMPHITHEATRE 


Brown, 1939, by *Sir Gallahad I1I—Arena, by St. James. 


Amphitheatre’s first crop numbered five foals—and four won at 2, 1946, including 
Trapeze, Column (winner over Blue Border by 2% lengths), Going Airy, Bowery Hall. 
Amphitheatre ranked among the best of his year, winning in record time. 


$500—RETURN 


SHUT OUT 


Chestnut, 1939, by Equipoise—Goose Egg, by *Chicle. 


Shut Out was the leading money winner of 1942, as a 3-year-old. He won Kentucky } 
Derby, Belmont Classic, Travers, Pimlico Special, Grand Union Hotel Stakes, etc., and 
$317,507. Shut Out’s first foals are yearlings in 1947. 


$1,000—RETURN 
BOOK FULL 


DEVIL DIVER 


af Bay, 1939, by *St. Germans—Dabchick, by *Royal Minstrel. 

i Devil Diver, generally acknowledged to have been America’s leading handicap perform- 

2 er when he was retired to the stud in 1946, won at all distances from 5% furlongs to 1% 

4 miles. Devil Diver won 22 races in five seasons and earned $261,064. ] 
$1,000—-RETURN 

2 BOOK FULL 


QUESTIONNAIRE 


Bay, 1927, by Sting—Miss Puzzle, by Disguise. . 
ve Questionnaire is one of America’s leading sires. Among his many stakes winners are ! 
i Third Degree, Hash, Requested, Reply Paid, Carolyn A., Free for All, Alquest, Stefanita, 

a Plebiscite, Sweep Swinger, etc. ] 
$1,500—RETURN 
a BOOK FULL 
A 
Return privilege is allowed only for the Address . 
year 1948 if the mare does not have a live } 
foal, from service in 1947, that can stand I 
3 up alone and nurse. Should the stallion be GREENTAEE CHU If F 
money 
te cise and fees to be paid Jaly 1, P. O. Box 1110 
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1947 May 1947 
Sun. Mon. Tue. Wed. Thu. Fri. Sat. 

2 
46 © & 3 
11.22 23 144 
18 19 20 21 22 23 24 
2 26 27 28 29 30 31 


May 10 Stakes closing: Woodbine Park— 
Golden Miller Steeplechase Han- 
dicap. 

Beulah Park opens, 10 days, closing 
May 31. 

Belmont Park: Metropolitan Handi- 
cap, $25,000a, 3yo up, 1m. 

Pascoag closes. 

Pimlico closes: Preakness Stakes, 
$100,000a, 3yo, 1 3/16m. 

Sportsman’s Park closes. 

Suffolk Downs: Puritan Handicap, 
$10,000a, 3yo up, 1 1/16m. 

Tanforan closes: El Camino Stakes, 
$10,000a, 2yo, 5f. San Francisco 
Handicap, $25,000a, 3yo up, 144m. 

Woodbine Park: Greenwood Handi- 
cap, $2,000a, 3yo up, 6f. 

May 12 Stakes closings: Woodbine Park— 
Petrolia, Brown Jack Hurdle Han- 
dicaps. 

Havre de Grace opens, 13 days, clos- 
ing May 26: P 1 ae Handi- 
cap, $10,000a, 3yo up, 6f. 

Lincoln Fields opens, 30 days, clos- 
ing June 14. 

May 13 Stakes closings: Ontario Jockey Club 
—Anthony L. Smith Steeplechase, 
Plate Trial, Queen’s Cup Handicap. 

Belmont Park: Acorn Stakes, $15,- 
000a, 3yo f, 1m. 

Woodbine Park: Golden Miller 
Steeplechase Handicap, $1,500a, 
4yo up, 2m. 

May 14 Stakes closing: Ontario Jockey Club 
—Fraser Memorial Steeplechase 
Handicap. 

Woodbine Park: Petrolia Handicap, 
$2,000a, 3yo up, 1m 70yds. Brown 
Jack Hurdle Handicap, $1,300a, 4yo 
up, about 144m. 

May 15 Stakes closing: Saratoga—Travers, 
Alabama Stakes. Ontario Jockey 
Club—Highlanders Handicap. 

Laurel Park: Selima Stakes. 

Belmont Park: Charles L. Appleton 
Steeplechase, $10,000a, 4yo up, 
about 2m. 

May 16 Stakes closing: Ontario Jockey Club 
—King Edward Gold Cup Han- 
dicap. 

Belmont Park: Belmont Spring 
Maiden Steeplechase, $5,000a, 4yo 
up, about 2m. 

Woodbine Park closes. 

May 17 Stakes closing: Ontario Jockey Club 
—Woodstock Plate. 


Belmont Park: Withers Stakes, $25,- 
000a, 3yo c and f, 1m. Juvenile 
Stakes, $10,000a, 2yo, 5f. 

Churchill Downs closes: Bashford 
Manor Stakes, $10,000a, 2yo c 
and g, 5f. 

Havre de Grace: Potomac Stakes, 
$10,000a, 3yo, 14%4m. 

Ontario Jockey Club opens, 7 days, 
closing May 24: Anthony L. Smith 
Steeplechase, $1,500a, 4yo up, 2m. 
Plate Trial, $2,500a, 3yo, bred in 
Canada, 6f. Queen’s Cup Handicap, 
$2,000a, 3yo up, 1m 70yds. 

Suffolk Downs: Constitution Handi- 
cap, $10,000a, 3yo, 1m. 

May 19 Stakes closing: Ontario Jockey Club 
—Victoria Stakes. 

Hollywood Park—Hollywood Pre- 
miere Handicap. 

May 20 Stakes closings: Ontario Jockey 
Club — Woodbine Steeplechase 
Handicap. 

Belmont Park: Coaching Club Amer- 
ican Oaks, $50,000a, f, 1%4m. 

Ontario Jockey Club: Fraser Memo- 
rial Steeplechase Handicap, $2,000a, 
4yo up, 2m. 

May 21 Belmont Park: Roseben Handicap, 
$15,000a, 3yo up, 6f. 

Havre de Grace: Havre de Grace 
Breeders’ Stakes, $5,000a, 2yo, 
foaled in Maryland, 414f. 

Ontario Jockey Club: King Edward 
Gold Cup Handicap, $3,000a, 3yo 
up, 1 1/16m. 

May 22 Belmont Park: Corinthian Steeple- 
chase Handicap, $10,000a, 4yo up, 
about 2m. 

May 23 Ontario Jockey Club: Woodstock 
Plate, $2,000a, 3yo, 6f. 

Randall Park opens, 44 days, clos- 
ing July 12. 

River Downs opens, 44 days, clos- 
ing July 12. 

May 24 Stakes closings: Hollywood Park— 
Argonaut Handicap, Hollywood 
Oaks, Hollywood Derby, Holly- 
wood Gold Cup. 

Belmont Park: Peter Pan Handicap, 
$15,000a, 3yo, 144m. 

Detroit opens, 73 days, closing Au- 
gust 16 

Havre de Grace: Havre de Grace 
Handicap, $20,000a, 3yo up, 144m. 

Hollywood Park opens, 50 days, 
closing August 2: Hollywood Pre- 
"a Handicap, $25,000a, 3yo up, 


Ontario Jockey Club closes: Wood- 
bine Steeplechase Handicap. $2,- 
000a, 4yo up, 2m. King’s Plate, 
$10,000a,_3yo, bred in Canada, 
1%m._ Victoria Stakes, $2,000a 
2yo, 5f. 

Suffolk Downs: Yankee Handicap, 
$25,000a, 3yo, 1 1/16m. 

Victoria Park opens, 14 days, clos- 
ing June 9 


THE “SIGN” FOR MAY 


8-11 4% Knees 22-23 ss Breast 
12-13 =: Legs 24-25 Heart 
14-15 1 Feet 26-28 m Bowels 
16-17 Head 29-30 = Reins 
18-19 8 Neck 31 m Secrets 


20-21 1 Arms 


The Blood-Horse 


A weekly magazine devoted to the Turf. Published by the American Thoroughbred Breeders 


Association. 
JOHN HAY WHITNEY ..... President A. B. HANCOCK .. ... . Vice President 
BEARD . . « » « » Weeasurer J. A. BSTES ... . « « Secretary 


The Staff: Editorial—J. A. Estes, editor; 
Alex Bower, managing editor; Bernie Kooser, 
Miss Dorothea Bell, Miss Dorothy Beall. 
Advertising—William B. Worth, manager; 
Mrs. Margaret Dickey Shirley. Business 
Manager—Dan M. Bowmar. —Circulation— 
Mrs. Helen J. Abbott, manager; Mrs. Ruth 
Hunt. Research and Cataloguing—Miss 
Frances M. Kane, Miss Ruth V. Hagyard, 
Miss Mary W. Cassell. Current Statistics— 
Miss Gwen Petrey, Mrs. Mary A. McCarty, 
Miss Cecilia Ann Concannon. Office—Miss 
Polly Warren, Mrs. Mattie Menchero. 


Saturday, May 10, 1947 


Subscription Rates: United States and Pos- 
sessions and countries in Pan-American 
Postal Union, $6 a year; Canada, $7; other 
countries, $8. All subscriptions payable in 
advance. 

Changes in Address: Must reach The Blood- 
Horse office one week before publication date. 


Advertising Rates: Complete rate card on 
application. 


Address Communications to: The Blood- 
Horse. P. O. Box 1520, Lexington, Ky. Of- 
fice: 300 Radio Building. Telephone: 4701. 


Entered as second-class matter June 30, 
1928, at Post Office at Lexington, Ky., under 
act of March 3, 1879. 


Got a SLUGGISH 
OFF-WEIGHT 


UNEASY 


When a horse is not in tip-top 
shape, is indifferent to food or not 
training well, chances are good it’s 
worms. Don’t gamble that it is some- 
thing else; worm him anyway, with 


THOROUGHBRED STRONGYLEZINE 


This is the safe, sure remedy that 
leading trainers and breeders use 
(names on request). They know it 
won’t put a horse off his feed, 
doesn’t need tubing, drenching or 
starving. It works equally well on 
brood mares, yearlings, horses in 
training. Use it to knock worms out; 
use it to keep them out. 

ORDER FROM YOUR DEALER; or, if 
he can’t supply you, we'll ship 
direct, postpaid. Price, $3 a 
bottle, $30 a dozen. When 
ordering by mail give dealer’s 
name, receive free booklet, 


“Worms in Horses” P. O. 
Box 22-A, Lima, Pa. 


REMEDY COMPANY LIMA, PA. 


Veterinary Remedies, Leg Paint, Liniment, etc. 


By MENOW 


—out of dam of 4 
stakes winners 


HARMONY NOW 


(Owned by Miss Henrietta Bing- 
ham and Carter Thornton.) 


*Pharamond uf — 
Golden Boss. 
Orangerie_____ 4 the Third 


Menow’s Only Son 
Standing in Kentucky 
HARMONY NOW won five of his 
eight starts, second once. Injury 
prevented his showing his prom- 
ised high-class. 

*PETWORTH, dam of two stakes 
winners in the U. S., two in 


England. 

ORANGERIE, dam of the Norfolk 
Stakes winner *Katinka II; 
grandam of Sans Peine, etc. 

GLASALT, stakes winner, dam and 
grandam of Canyon, Colorado, 
Caerleon, Glacis, Queen’s Journal, 
Glacier, Toboggan, Silurian, etc. 


Fee $200—Live Foal 
Or Private Contract 


Standing at 


Threave Main Stud 


Paris Kentucky 
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A Stakes Winning Son of * Teddy 
Sire of Sires 


From a Top Daughter of 
Sweetheart 


No. 1 Family 


The PFiucst 


Chestnut horse, 1937 


By *Teddy—Appeal, by John P. Grier 


Fee $300—Live Foal 


*TJeddys grandsons, and great grandsons 
Sined more than one-fifth 4 all Stakes Winners in 1946 


From Sweetheart have come winners of $873,843 


Sweetheart, foaled in 1920, was a stakes winner of $24,193, 
and produced the two stakes winners Case Ace and Teddy Haslam, 
both by ‘Teddy. 


Sweetheart was the dam of Appeal, dam of three stakes win- 
ners among her first four foals—Plea, Invoke, The Finest—and all 
three by “Teddy. 


Invoke, stakes winning full-sister to The Finest, is the dam 
of five good winners, including the stakes winners Wildlife and 
Manipur and also Magellan, who placed in stakes. 


Sweetheart was the dam of Psyche, a sister to Appeal, and 
dam of the stakes winner Fencing. 


Sweetheart was the dam of Kiss, sister to Case Ace and 
Teddy Haslam, and dam of the stakes winner Gabe Paul. 


Sweetheart was the dam of Warrior Lass: dam of the stakes 
winner Knickerbocker (by “*Teddy): dam of Marching Home (by 
John P. Grier) whose first three foals were stakes winners and 
fourth placed in stakes: dam of Mistress Grier (by John P. Grier), 
dam of the stakes winner Red Shoes. 


Of the 14 stakes winners from Sweetheart's family nine had 
a close cross of *Teddy—five a close cross of John P. Grier. 


Sweetheart’s fourth dam was Roxelane, dam of Roi Herode, 
and out of a half-sister to Bend Or. 


Keeneland Stud 


P. O. Box 
865 


Versailles Pike 
Lexington, Ky. 
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Essays on Various Items, or, Hold Your Hats, Boys 


LOOBLOO. One of the 268 bills affecting horse 

racing presently consideration by the Cali- 
fornia legislature is a five-line item (Assembly Bill 2542) 
which would require that an out-of-state horse be in Cali- 
fornia at the time he (or she) is nominated for a stakes event 
to be run in California, and must remain within the State 
until the race is run. 


under 


John W. Evans, of Los Angeles, is the proud father of 
this bill. Modestly he assigns its real paternity to the Cali- 
fornia Breeders Association, an honor which the CBA may 
not wish to accept, at least not without blushes. According 
to George Draper in the San Francisco Chronicle: “The 
bill is appropriate, Evans thinks, in that it would protect 
these local breeders from fly-by-night competition from out- 
of-state stables.” 

To make things simple for his colleagues, Assemblyman 
Evans invented a horse. The Chronicle quotes Mr. Evans: 

“Let’s say the name of the horse is Bloobloo. Bloobloo 
gets on a plane in some other state and gets here the day 
before the big race. Next day he flies 
home with the money. ‘The bill is designed to keep Bloo- 
bloo in California at least part of the time.” 


He runs and wins. 


Mr. Evans, we are told, has personally introduced over 
forty measures in the legislature, and his name appears on 
128 bills now pending. And he is only 37 years old. 

HMMMMMM. “At long last,” says Prescott Sulli- 
van in his San Francisco Examimer column, “horse racing 
is going to make use of a little idea which we turned over to 
it, free for nothing, a couple of years ago. 

“With the start of the summer meeting next month 
(May), standardized colors, each identifying a given post 
position, will be worn by jockeys riding at Bill Kyne’s Port- 
land Meadows track.” 

Red is one, green is two, blue three, yellow four, purple 


five, black and white stripes six. Others not stated. 
ber eight presumably will be black. 


Num- 


Horsemen don’t like to give up their colors. “But, op- 
position or no opposition, I’m starting it at Portland,” Bill 
Kyne is quoted by Sullivan. ‘And, once its benefits have 
been established, [’Il bet that it will be copied by every race 
track in the country.” 


Mr. Sullivan, the proud father of the one-red-two- 
green-three-blue idea, “Hmmmmmm. We 
hadn’t counted on anything like that when we thunk it up. 
It was, as we say, just a little idea.” 

The first 117,324 thinkers who thunk up this little idea 
were quietly led away. 


Heraclitus remarked. 


comments: 


But we are in a changing world, as 
There are certain obvious advan- 
tages to a system of fixed colors, and a lot of people will 
come away from Portland Meadows telling others how 
much easier it is to watch a race. 
elsewhere. 


‘They will make converts 
And it won’t be any worse to have people hol- 
lering “Come on, heliotrope!” than “Come on, fourteen.” 


HANDICAPS. A subscriber had a letter from a friend 
in England who wanted to know the difference between a 
stake horse and a handicap horse in America. 
the request to us, and we wrote the man: 

“Dear Sir: In answer to your inquiry as to the difference 
between a stake horse and a handicap horse in America, 
mumble-mumble. .. . 


She referred 


“And in conclusion, we would like to have it explained 
to us some time.” 

We did not explain, however, that in America a handi- 
cap is not a handicap, because this would only have brought 
on a question as to what it is, and we can’t answer that. We 
did not explain that in America our best horses sometimes 
can carry 130 pounds but are hopeless cripples if loaded with 
131. Or that recent indications indicate that 129 is enough 
and 130 is too much. It is the hard tracks which bring 
about these conditions, plus the fact that you can always find 
another $100,000 race somewhere else. 


RACKET. “Horse racing as now conducted in Ameri- 
ca is the most gigantic racket since Prohibition,” says Life, 
racing’s warmest enemy, which goes on to denounce the 
avarice of tracks and bookmakers alike. Earl Brown’s ar- 
ticle in the May 5 issue is the bitterest attack yet made upon 
racing. If some of the blows are below the belt, they hurt 
just as much as if they were fair. 

That’s Life for you. But racing’s protectors can expect 
many other attacks, of increasing violence. Such attacks are 
inescapable unless the legislatures of racing states are able to 
re-learn something of the virtues of moderation. 
too big a target to be overlooked. 


And some are fair. 


Racing is 


SIDELIGHTS, by Joe H. Palmer 


The Run for the Four Roses 


I think I have stolen somebody's line 
for this head, but I do not remember 
whose, so acknowledgment is impossible. 
But whoever said it had been to Louis- 
ville in early May. 

The Derby was a tremendously exciting 
race, which it isn’t always. There’s the 
anticipation beforehand, of course, but 
when something comes off and wins from 
here to there, as Assault and Hoop, Jr. 
did in the last two runnings, there isn’t 
much grip to the finish. But Saturday’s 
three-horse dive at the wire was the genu- 
ine article, a first-class horse race. 

1 was wrong about it, as you may have 
noticed, by the length of Jet Pilot’s head. 
But most of the observers were right about 
two or three things. Jett-Jett, for in- 
stance. Certainly Mr. Peavey had every 
right to run his horse, having paid $1,050 
for that privilege, and no doubt he had 
some reason for doing so. I merely won- 
der what it was. 

Another item generally agreed on be- 
forehand was that Double Jay does not 
belong on any track which measures a 
mile or more from the starting gate to the 
finish line. And still another is that W L 
Sickle and Stepfather need a rest if they 
are to show their winter form. I think 
Stepfather, particularly, may be a pretty 
fair horse. But not now. 

Jet Pilot, an extremely handsome horse, 
and a very lucky one to be in Kentucky 
last Derby Day instead of Chicago, was 
definitely running down, but I doubt if 
this should be held against him. The pace- 
maker figures to be running down as com- 
pared with the last-furlong charge of a 
horse that has been off the pace. And the 
idea is not to be going fastest at the end 
but to get there first. 

Even so, there is no weakening on Pha- 
lanx. A furlong away I thought he would 
be beaten soundly, but he was rolling at 
the finish to miss most narrowly. It 
would probably be as well to give him the 
Belmont right now, but he'll have to hus- 
tle for the Preakness. Pimlico hasn’t as 
long a stretch as Churchill Downs, by a 
sixteenth of a mile, and this will be 
against him. The tendency in this corner, 
however, is to think he’ll get it. 

Faultless may have something to say 
about this, for he also ran excellently. If 
these three colts are as close together as 
the Derby finish indicates, then any one 
of them could win any given race at the 
distance or near it. It should not be for- 
gotten, either, that Calumet has what I 
rather think is a better 3-year-old in the 
stable. Fervent was a bit the better of the 
two last fall, and before he went out in 
Florida with a splint he ran a race which 
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impressed me deeply, beating solid older 
horses as 3-year-olds seldom do that early. 


Lady in Red 


The keenest piece of sheer speed that 
has come under my observation this year is 
Calumet Farm’s smooth, beautifully made 
filly Bewitch, which handled the Debu- 
tante Stakes field rather abruptly here 
Wednesday. She was off all right, but not 
first, and Doug Dodson contrived to get 
in some trouble with her on the far turn. 
Nothing much, but when he went up 
Merry Zac was going with him on the out- 
side, and when he got to the hole it wasn’t 
there. 

About halfway around the turn he 
found an opening on the rail, aimed Be- 
witch at it and let loose. She went 
through it like the better trains go through 
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Nicholasville and opened eight lengths 
in the stretch. 

She is a daughter of Bull Lea and 
Potheen, so | suppose we should be thank- 
ful for Armed, or somebody would come 
up with that business about Bull Lea be- 
ing a “filly sire,” a phrase which is just 
as silly as it looks. I did not inspect her 
closely, but she seems to have the neces- 
sary furniture, and I should expect fine 
things from her. 

The margin of her victory reminded 
Sylvester Veitch of something which 
seems amusing enough to report. It will 
be remembered that a couple of weeks 
ago Eddie Arcaro swept the last five races 
of the Jamaica card. Well, his last mount 
was on C. V. Whitney’s Bright Sword and 
Eddie won by five lengths in a drive. [| 
mean a drive, too. 

Veitch went around later and_ said, 
“Eddie, if you’re working for Jack Camp- 
bell | think you ought to say so. Other- 
wise the idea is to win the race, not to see 
how much weight you can earn.” Eddie 
admitted the truth of the observation, but 
he said when he got to the front and saw 
that fifth win down there he couldn’t wait 
to get to it. 


Lady in Orange 


I am afraid that the Kentucky Oaks, 
raised this year to a position somewhat 
commensurate with its history, was not 
entirely won on its merits. This is to take 
nothing from Blue Grass, which will pres- 
ently become a highly valuable matron at 
Claiberne if, as happened in the case of 
Whirlabout, somebody doesn’t buy her 
first. She ran an excellent race, with noth- 
ing fluky about it. 

But Cosmic Missile, which seemed to me 
both before and after the race the best 
filly in it, had more than her share of dif. 
ficulties. Something came over on her 
going to the first turn, she tried to run 
out a little and when Balzaretti rapped 
her unchivalrously on the nose she came 
in so sharply that she bumped against a 
horse inside her, and she finally had some 
trouble getting through on the far turn. 
To top it all, she was giving the winner 
five pounds. 

I think I have said, myself, as they some- 
times do at Churchill Downs, that the 
Derby is the oldest stakes event which has 
been continuously run in the States. But 
it isn’t, because the Oaks was also inaug- 
urated in 1875, and has been run just as 
regularly. It had been a $10,000 race un- 
til this year, when it was hiked to $25,000. 
It drew a very good field as a result, which 
is particularly pleasing in a filly race. 

It seems a good idea, too, to move it up 
from its previous position on the Saturday 
after the Derby to the Friday before it, 
since that must be Churchill Down’s sec- 
ond biggest day. If memory serves, which 
it often doesn’t, Pimlico has done the same 
thing with the Pimlico Oaks. 
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Blue Larkspur in his 


On the morning of May 6 the noted stal- 
lion Blue Larkspur appeared to be on his 
way back to moderately sound health af- 
ter his recent heart attacks. In his stall 
at Greentree Farm he had recovered so 
much of the appearance of health that 
Major L. A. Beard had informed Robert 
J. Kleberg. Jr.. of the King Ranch, that 
the horse might be available for service 
in 1948, 

About 1 p. m. Blue Larkspur suffered a 
wrenching heart attack which left him 
first hot, then cold as the circulatory sys- 
tem failed. He stood quiescent, chilled and 
blanketed, his head down, his pulse pound- 
ing crazily at the throttle. Then, as the 
paroxysm of death came on him, he raised 
his head in majesty, looked out the win- 
dow, whinnied twice as if signaling to 
others that he was coming to join them, 
and fell over against the wall. 

Blue Larkspur was one of the late Col. 
E. R. Bradley’s two outstanding horses 
which failed to win the Kentucky Derby 
but made greater reputations than any of 
Mr. Bradley's four Derby winners. A 
brown horse, foaled in 1926, by Black 
Servant out of the Pimlico Futurity win- 
ner Blossom Time, by *North Star 3rd, he 
Was a top-class performer at two, three, 
and four, and was generally accepted as 
. the best of his year. 


At two he won the Belmont Park Ju- 


and Saratoga Special. He was second in 
the Hopeful, unplaced in the Futurity, 
with excuses in each. At three, after fin- 
ishing fourth in the Kentucky Derby on a 
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venile Stakes, National Stallion Stakes, 


Blue Larkspur Dies at Greentree 


prime at Idle Hour. 


muddy track, he won the Withers, Bel- 
mont, and Classic Stakes and was beaten 
a head by Grey Coat in the Dwyer Stakes, 
one of the year’s major upsets of form. 
He bowed a tendon in a training workout 
at Saratoga August 3, and did not return 
to the races until the following July, when 
he won the Stars and Stripes Handicap 
(11g miles in 1:4925, new track record) 
and Arlington Cup. In three seasons he 
earned $272,070, winning 10 of 16 starts. 

Until the breakup of Colonel Bradley’s 
estate last fall he stood at Idle Hour Stock 
Farm. Through 1946 he had had 239 foals 
of racing age, of which 158 were winners 
and 34 were stakes winners. They won 
altogether a total of 884 races and $1,- 


898,122. His best get included Sky Lark- 
ing. Revoked, Blue Swords, Boxthorn, 


Best Seller, Myrtlewood, Bee Ann Mac, 
Say Blue, Blue Delight, Our Page, Bonnet 
Ann, Elpis, and this year’s Kentucky Oaks 
winner Blue Grass. 

As a broodmare sire Blue Larkspur had 
a tremendous popularity in recent years. 
His daughters have produced Twilight 
Tear, By Jimminy, Bless Me, Durazna and 
Miss Dogwood, War Jeep, Bric a Bac, Be 
Faithful, Cosmic Bomb, and other stakes 
winners. 

In the division last fall of the Idle Hour 
stud by the purchasing syndicate, Blue 
Larkspur was taken by the King Ranch, 
and was sent temporarily to stand at 
where Bimelech also 


Greentree Farm, 


went. 


He had been bred to 13 mares this 
season, had six more to account for when 
he died. 


The Cover: Kentucky Derby 


Possibly the most photographed horse 
race in the world is the Kentucky Derby. 
Newspapers, news and picture syndicates, 
newsreel companies send their best 
cameramen to Churchill Downs to cover 
the race in all its phases. Foremost among 
the newspapers is Louisville’s alert Cou- 
rier-Journal, which prides itself on its 
Derby coverage, and this year sent its 
staff of photographers through three “dry 
runs” in advance of Derby Day. 

Through the co-operation of Billy Davis. 
head of the Courier-Journal photographic 
department, who worked overtime after 
having put in a strenuous day, THE BLoop- 
Horsk is presenting in this issue a com- 
prehensive set of Derby pictures, covering 
the race from start to finish. The cover 
photograph was made by Len Caufield. 
Miss Margaret Hazel took the presenta- 
tion picture; Bailey, working 
from on high, photographed the start and 
the stretch turn. 


George 


Charlton Pence caught the field as it 
passed the stands for the first time, and 
Al Blunk made the backstretch picture 
and the photo of Trainer Tom Smith and 
Frank Kleeman, the blacksmith who shod 
Jet Pilot on Derby morning. The first- 
turn photo was made by Bernie Metzroth, 
and the finish picture from the grand- 
stand roof was taken by Bob Steinau. 


\ 


| 


JAMES H. CLYBURN 


James H. Clyburn, 35, Lexington horse- 
man, died on May 6 at his home after an 
illness of about two months. He was man- 
ager of the Frederick C. Peters Stables 
at Hamburg Place, owned by the Madden 
family. A native of Camden, S. C., he 
came to Lexington in 1931 and was asso- 
ciated with the Lroquois Polo Club, whose 
principal sponsor was the late J. Edward 
Madden. Later he became manager of 
the Thoroughbred horse interests main- 
tained at Lexington by Mr. Peters. 

During World War IL he served 18 
months with the 78th Infantry Division 
and with the Remount Service. He was 
a member of the Thoroughbred Club of 
America. Survivors are his wife, Mrs. 
Siby Turner Clyburn; his parents, Mr. 
and Mrs. William C. Clyburn, of Camden; 
six brothers and three sisters. Burial was 
at Camden. 


THE FRENCH AGAIN 


Imprudence, a French filly owned by 
Madame Pierre Corbiere, finished a neck 
in front of Irish-bred but French-trained 
Rose O’Lynn at Newmarket, England, 
May 2, in winning the One Thousand 
Guineas for 3-year-old fillies. 
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PEDIGREE POINTS, by J. A. Estes 


Derby’s Three Placed Horses 
All Sons of High-Class Mares 


Forty minutes after the Kentucky Derby 
was over I passed A. B. Hancock, Jr., wait- 
ing outside the Churchill Downs dining 
room. I went over to shake his hand and 
congratulate him on “a thoroughly Han- 
cock Derby.” 

The winner, Jet Pilot, was by *Blenheim 
2nd out of a *Sir Gallahad 3rd mare, and 
his first and second dams were bred in 
partnership by Hancock pere. Phalanx, 
second, was out of a Hancock-bred mare, 
with *Jacopo, *Sir Gallahad 3rd, and Wil- 
liam Woodward’s noted mare *Flambette 
in the immediate pedigree. 

“But we didn’t have anything to do with 
the third horse,” said young Arthur. 

Well, Faultless’ dam was by Insco, and 
Insco by *Sir Gallahad 3rd, and the colt 
was a grandson of *Bull Dog, a full broth- 
er to Gallahad. If they got pinched for 
advertising copy, they could ring that in 
-legitimately enough. 

After this idle chatter L started away. 
but came back after six steps and tapped 
young Arthur on the broad shoulder. “But 


JET PILOT, ch. c., 1944 


\Swynford John o’ Gaunt 
Blandford | \Canterbury 
| Pilgrim 
| |Blanche |White Eagle 
*Blenheim 2nd ‘Black Cherry 
Br. 1927 
| Charles Desmond 
Malva | O'Malley |Goody Two- 
| Shoes 
{Wild Arum |Robert le Diable 
|Marliacea 
|\*Teddy Ajax 
*Sir Gallahad | Rondeau 
| 3rd | 
|Plucky Spearmint 
Black Wave Liege Concertina 
B. 1935 
| Friar Rock |*Rock Sand 
Black Curl | “Fairy Gold 
|*Frizeur *Sweeper 
|Frizette 
A. B. Hancock and Mrs. R. A. Van Clief, 


Maine Chance Farm, owner; Tom 


breeders ; 
Family No. 13 


Smith, trainer. 


did you notice,” I said, “that all three 

“Yeah, I know.” he interrupted, with 
only the slightest trace of boredom. “All 
three are out of stakes-winning mares. 

“I thought you'd come back to remind 
me of that.” 

This business having been disposed of, 
I went and had a drink. And enjoyed it 
no end. Just sitting there thinking. 

About the time I got to the bottom of 
the drink I decided that if one of these 
blood-will-tell pedigree experts came 
along. | would put my foot out in the aisle 
and trip him up. Then I decided just to 
sit and grin at him. 

But there wasn’t a pedigree expert in 
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the house. So after one last reluctant leer 
about the place in search of a victim, | 
gave up and became moderately sociable. 

It would have been pleasant, though, 
rubbing it in on somebody just a little. I 
could have done such a nice job of it this 
time. A pedigree expert is pretty shifty 
on his feet, and if I had found one he 
would have come up with some kind of 
song and dance. I would have let him 
dance right on down through the first 
three, and in about four minutes he would 
think of On Trust. The big California- 
bred colt had run a cracking good race, 
and was only about a length off the big 
money. 

Then the P. E. would say, “On Trust— 
what kinda mare was he out of?” And I 
would say. a little weakly, “Well. he was 
out of a mare named Torch Rose, and she 
placed.” And he would say, “Oh! she 


placed!” and laugh just like Dagwood. 
Well. then I would have him in a 
trap. And I would say thoughtfully, 


“Yeah. let’s see. the dam of On Trust was 


PHALANX, b. c., 1944 
!*Rock Sand /|Sainfoin 


Friar Rock | |Roquebrune 
*Fairy Gold|Bend Or 
|\Dame Masham 
The [Roi Herode 
*Herodias Tetrarch {Vahren 
‘Honora {Gallinule 
{Word of Honour 
{Sansovino |Swynford 
*Jacopo |Gondolette 
|Black Ray |Black Jester 
Jacola \Lady Brilliant 
\*Sir Galla- |*Teddy 
La France | had 8rd |Plucky Liege 


|*Flambette |*Durbar 2nd 
\*La Flambee 


Abram S. Hewitt, breeder; C. V. Whitney, 
ge Sylvester E. Veitch, trainer. Family 
No. 


by Torchilla, and the next dam was by 
*Tchad. and the next dam (if I could 
think of it) was by *Marchmont 2nd, and 
the next dam was old Tokalon, by Tam- 
many... . Blood will tell!” And I would 
laugh just like Dagwood. 

After this shameless psychoanalytic rev- 
elation, | should go and organize Alpha 
Chapter of Pedigree Experts Anonymous. 
This would be a fine organization for re- 
forming persons who have sunk so far into 
the depths that they sit around and think 
of such things. And Article I of the con- 
stitution would set forth that no member 
shall construe a race to have been run 
simply to provide material for him to beat 


another member over the head with, . ex. 
cept as hereinafter provided (i. e., after 
a lapse of at least two weeks to allow 
something else to happen). 

But, leaving all these baser emotions 
aside, it is interesting to note that in 1945 
the Derby was won by the son of a stakes. 
winning mare (Hoop, Jr., out of One 
Hour); in 1946 it was won by Assault, 
out of an unraced daughter of a moderate 
stakes winner, with sons of two high-class 
stakes winners second and third (Spy 
Song out of Mata Hari, Hampden out of 
Evening Shadow); and in 1947 all three 
placed horses are the sons of high-class 
stakes-winning mares. 

If 75 or 80 per cent of our race horses 
were out of stakes-winning dams, we could 
say that blood will tell, maybe. But since 
not more than 5 per cent of them are out 
of stakes winners, we can say that class 
will tell, maybe. 

Jet Pilot comes of a family which had 
a remarkable record long before he be. 
came a member of it. On the opposite page 
is a skeletonized tabular history of the 
family, with 80 or 90 per cent of the win- 
ners and producers omitted. 

In the main the strength of this remark- 
able family has come through high-class 
race mares—Banshee, Durban, Myrtle. 
wood, and Valkyr. The exception is Fri- 
zeur, which wasn’t especially bad, but 
could hardly be made out to be high-class, 


FAULTLESS, br. c., 1944 


\*Teddy Ajax 
*Bull Dog Rondeau 
|Plucky {Spearmint 
Bull Lea Liege \Concertina 
Br. 1935 
{Ballot !*Voter 
ose Leaves |*Cerito 
}*Colonial {Trenton 
|*Thankful 
Blossom 
\*Sir Galla- |*Teddy 
Insco had 3rd \Plucky Liege 
\*Starflight (|Sunstar 
Unerring |Angelic 
B. 1936 
| *Vulcain |*Rock Sand 
| |Lady of the 
Margaret Vale 
Lawrence |Bohemia |*Wagner 
\Mattie T. 


Calumet Farm, breeder and owner; B. A. 
Jones, trainer. Family No. 4 


In the fall of 1926 the late John E. Mad- 
den advertised that he had about a huv- 
dred mares for sale, and young Brownell 
Combs drove over to Hamburg Place and 
bought *Frizeur, which was then 10 years 
old. This was possibly the most fortunate 
excursion Brownell Combs ever made 
from the ancestral acres where his family 
has held forth through three distinguished 
generations. 

When Combs bought Frizeur she left at 
Hamburg Place a yearling daughter by 
Friar Rock. Mr. Madden named the filly 
Black Curl—a very good name except that 
she was a chestnut—and sent her to the 
races under his own colors. 


Black Curl raced for “the Wizard” 
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through July 28, when she was second to 
Rancocas Stable’s Sankari at Empire City. 
She was then sold privately to Rancocas. 
Good at two and four, she was a top-notch 
sprinter at three. Her eight victories that 
year included the Test Stakes, Bay Shore 
Handicap, and Arverne Handicap. She 
asked no quarter, but rather made weight 
concessions to virtually everything she 
met, including the top sprinter *Happy 
Argo, then a 4-year-old. 

She was generally held at prohibitively 
short odds that year, with only one win at 
odds better than 1 to 2. In the Arverne 
Handicap she carried top weight of 119 
pounds and, in an entry with Jumbo 
(110), went to the post at 1 to 20, with 
two others in the field. The only time she 
was unplaced in 1] starts at three was in 
an overnight handicap in which she car- 
ried 114 pounds and was severly bumped 
about during the running. Counting sex 
and age allowances, she was conceding one 
pound to the winner (Pompey, 4, 125) and 
two to the second (*Happy Argo, 4, 124). 
In three seasons she won 19 races. 

As a broodmare Black Curl made no 
such record as her dam, but this was not 
exactly her fault. She died at the age of 
11, in 1935, the year Black Wave, dam of 


ON TRUST, ch. c., 1944 


|Gains- |Bayardo 


Hyperion borough |*Rosedrop 
| |Selene Chaucer 
*Alibhai Serenissima 
Ch., 1938 
| |Tracery |\*Rock Sand 
Teresina |\*Topiary 
|Blue Tit Wildfowler 
Petit Bleu 
|\*Torch- {Radium 
Torchilla | bearer {Hackler’s Pride 
| 
| \chilla |Alvescot 
Torch Rose {Sunlight 
Ch., 1934 
| *Tchad \*Negofol 
| |Toia 
May Steil 
Beautiful |*Marchmont 2nd 
Girl Tokalon 


Louis B. Mayer, breeder; E. O. Stice and 
Sons, owners, William Molter, trainer. Amer- 
ican family, mare by *Diomed. 


Jet Pilot, was foaled. Of her four pre- 
vious foals one had died after making two 
starts as a 2-year-old. The other three 
were winners. If Frizeur had died at a 
comparable period in her career she 
would have been, except for Black Cur!, 
just another mare. Frizeur had her last 
foal (Rodney) in 1939, at the age of 23. 

Besides her class, Black Wave has the 
advantage of throwing very good-looking 
foals which do well in the auction ring. 
Jet Pilot was a grand-looking yearling, as 
evidenced by the fact that it took $41,000 
to get him. 

A characteristic of this family is a high- 
strung, wilful disposition—the kind where 
negotiation may work but toughness won’t. 
Since the get of *Blenheim 2nd are also 
notably high-strung, it is a credit to Tom 
Smith and his son Jimmy, with perhaps an 
assist from sheer luck, that Jet Pilot pre- 
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JET PILOT'S FAMILY 


FRIZETTE, 1905, by Hamburg. 
To France, 1908. 


Winner Laureate, Rosedale, Troy Stakes. 
There produced 14 foals, including— 


BANSHEE, b., 1910, by Irish Lad. French 1,000 Guineas. Dam of— 


*DUSTPAN 2nd, 1915, by *Sweeper. 


| ELVINA, 1921, by *Polymelian. 
| BANSTAR, 1923, by Sunstar. 
| DIADEME, 1927, by *Ksar. 

| CARAVELLA. 

| 

| 


TOURBILLON, 1928, by *Ksar. 
MAHATMA, 1931, by Asterus. 


Dam of— 


Adirondack H. Dam of POMPEIUS. 
| OLD DUTCH, 1925, by *Polymelian. 


DURBAN, 1918, by *Durbar 2nd. Best French 2yo. 

Top-class. 
Top-class. 
| ALBARELLE, 1932, by *Kantar. 


Baldwin H. 
Dam of— 
Sire. 
Dam of— 
Dam of French Oaks winner 


APOLLONIUS, 1935, by Asterus. 
French Derby. Great sire. 
Dam of ERROMANGO. 


HELDIFANN, 1921, by *Durbar 2nd. Dam of— 


| DJEZIMA, 1933, by Asterus. 


BASILEUS, 1928, by *Ksar. 
SHELLEY, 1929, by Massine. 


Dam of top-class PRIAM. 
SHEBA, 1922, by *Durbar 2nd. Winner. 


Dam of— 


*MARY MAUD, 1915, by Irish Lad. Juvenile Stakes, Martha Washington H. 


*FRIZEUR, 1916, by *Sweeper. 


Winner. 
JANET BLAIR, 1921, by Sir Martin. Winner. 


Dam of— 
Dam of— 


| HEATHER BROOM, 1936, by The Porter. 


BLACK CURL, 1924, by Friar Rock. Top-class. 
| BLACK WAVE, 1935, by *Sir Gallahad 38rd. 


JET PILOT. 


PEARL RIVER, 1926, by Runnymede. 


Dam of— 


Test Stakes. Dam of 


Dam of— 


| RIDGE BLOND, 1931, by *Durbar 2nd. Dam of HILLBLOND. 


PAIRBYPAIR, 1929, by Noah. Sire. 


CROWNING GLORY, 1930, by Black Toney. 


MYRTLEWOOD, 1932, by Blue Larkspur. 


Top-class. Dam of— 


MISS DOGWOOD, 1939, by *Bull Dog. Top-class. 


DURAZNA, 1941, by Bull Lea. 


Top-class. 
DAINTINESS, 1935, by Blue Larkspur. 


Dam of— 


DEVIL’S THUMB, 1940, by Grand Slam. Top-class at 2. 


DURZETTA, 1918, by *Durbar 2nd. 5 wins. 


Dam of DON ZUNIGA. 


*LESPEDEZA 2nd, 1917, by *Durbar 2nd. Dam of stakes winners IRISA 
GIRL, *SARDANEZA, OLYMPIC, JORGA. 


*PRINCESS PALATINE, 1919, by *Prince Palatine. 
BREATHLESS MOMENT, 1923, by Black Toney. 


| and 3rd dam of RICK’S RAFT. 


CHARA, 1924, by *North Star 3rd. Sent to France. 


Dam of— 
Grandam of TIGER 


Dam of— 


| CHAPARDEUSE, 1934, by Rustom Pasha, stakes winner in England. 


VALKYR, 1925, by Man o’ War. 
VICAR, 1931, by Flying Ebony. 


| winner VIENNA. 


Stakes winner. 


WAR VIXEN, 1934, by Gallant Fox. 
VALKARA, 1937, by Gallant Fox. 
VAGRANCY, 1939, by *Sir Gallahad 3rd. Top-class. 

HYPNOTIC, 19438, by *Hypnotist 2nd. C. C. A. Oaks, Alabama S. 


Dam of— 


VICARESS, 1932, by Flying Ebony. 
VALSE, 1933, by *Sir Gallahad 3rd. Winner. 


Dam of Alabama Stakes 


Dam of WARRIGAN. 
Dam of POST GRADUATE. 


COUNT PALATINE, 1926, by *Under Fire. 
EPITINE, 1932, by *Epinard. Dam of ZACATINE. 


*ONDULATION, 1920, by *Sweeper. 


Ancestress of several good horses. 


*FPRIZELLE, 1922, by *Durbar 2nd. Dam of— 
*CHANNELLE, 1927, by Buchan. Dam of CARDINALIS. 


ORLANDA, 1929, by Craig an Eran. 
REIGHZELLE, 1935, by Reigh Count. 


AN 
t 


Dam of CILLAS (French Derby). 
Dam of SURROGATE. 


4 


sents no special emotional problem. He 
is a spirited animal, but not in the least 
wacky, as the press once got in the habit 
of calling Whirlaway. 

This year Black Wave will be repre- 
sented at the Keeneland Summer Sales by 
a bay colt by Whirlaway. (Stand back, 
please. no crowding.) 

For *Blenheim 2nd, Jet Pilot is another 
sparkler in an already well bediamonded 
crown which includes classic winners in 


four countries. Most notable of his many 
high-class progeny are * Mahmoud, *Dona- 
tello 2nd (Italian champion, now in Eng- 


land), and Whirlaway. 


In the record of *Sir Gallahad 3rd as a 
broodmare sire Jet Pilot joins the com- 
pany of Johnstown, Jacola, Slide Rule, 
Sky Larking, *Galatea 2nd, Beaugay. Blue 
Grass, Revoked, Whirlabout, and dozens 
of other good horses. 
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THE 73RD KENTUCKY DERBY 


Horses, Dollars, People, Juleps, Roses 


Jet Fuot broke atertty from the outside. Phalanx is sixth from the left. Faultless is third on the inside. 


“1 could tell when he passed the stands the first time that he was going to win the race,” said Jet Pilot’s trainer. 


On the ret turn Jet Pilot was running easily in leone, ‘On Trust was second on the outside, Double i was third. 
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“PHALANX 


Guerin’s whip was waving as the field swung into the stretch. Faultless was poised for the drive, Phalanx was hard after him. 


JETT-JETT 


Saturday, 


wre 


FAUL. 


STAR REWARD 


IBERTY ROAD 


RISKOLATER. 


‘STEPFATHER 


Phalanx ad F aultless 


challenged 


May 10, 1947 


rLESS: 


fFCOSMIC BOMB 


COSMIC BOMB 


SICKLE~ 


FAUI 


AR REWARD 


55 
stoutly on the outside, but Jet Pilot held them safe by a head at ore finish post. 


With half a mile to go, On Trust was lapped on the leader, Faultless was sixth, Phalanx was going easily on the outside. 


Je PILOT: 
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SICKLE UL LET proof 


STAKES AND HORSES, 
By Alex Bower 


Mud, Uncertainty, 
A Waving Whip 


KENTUCKY DERBY, Churchill Downs, 
May 3, $100,000 added, 3-year-olds, 114 miles. 
Time, 2:0645, track slow. Stakes division, 
$92,160, $10,000, $5,000, $2,500. 

Jet Pilot, 126 (Maine Chance Farm) __----- 1 
Phalanx, 126. c., Pilate—Jacola, by *Jacopo ss 


Faultless, 126, c., Bull Lea—Unerring, by 


Others, On Trust 126, Cosmic Bomb 126, 
Star Reward 126, Bullet Proof 126, W_L Sickle 
126, Stepfather 126, Liberty Road 126, Risk- 
olater 126, Double Jay 126, Jet-Jett 126. W-L 
Ranch entry, W L Sickle and Stepfather. Win- 
ning trainer, Tom Smith. Winning jockey, 
Eric Guerin. 


To the usual hedgerow of uncertainties 
surrounding a winner's circle, a further 
prickly salient was added for the 73rd 
Kentucky Derby. Not since the Trial of 
the previous Tuesday had the track been 
fast at Churchill Downs. and rain on Der- 
by morning had sogged the racing strip 
so that not even the firm and skilful touch 
of Tom Young. track superintendent at 
the Downs, could wring or coax the water 
out of the loam. 

For the first four races of the day the 
track was designated as muddy. and from 
the fifth race it was ealled slow. For the 
Derby there was a distinctly muddy strip 
ten or twelve feet wide along the rail. and 


from there toward the outside there were 
varying degrees of stickiness. 

Little was known of the mud-running po- 
tential of most of the Derby starters. Most 
of them were more or less dark horses, ex- 
cept so far as their trainers had had op- 
portunity to observe them in workouts. 
And not even they seemed certain of their 
chances this Derby Day. 

“T don’t know how he’ll run on this kind 
of a track,” Ben Jones observed of Fault- 
less. The Circle M camp, on the other 
hand, felt that mud would move Riskolater 
up. but they weren’t overconfident. “All 
I can say is ‘God bless us’.” said Dan Mid- 
Kiff. manager of the Circle M racing and 
breeding interests. “From here on it’s a 
survival of the fittest.” 

Trainer Willie Molter, who had brought 
On Trust from the West Coast, thought 
his entry was as fit as when he won the 
Santa Anita Derby, “but I don’t like him 
in the mud as well as on a fast track.” 

Jett-Jett was quite accustomed to mud, 
but as those things go in racing it was 
this very circumstance that dimmed his 
chances in the Derby, in the view of Train- 
er E. C. Dobson. “We wintered in Ken- 
tucky. at Churchill Downs and Keeneland, 
and missed three or four good works be- 
cause of the weather.” 

And so it went generally around the 
paddock. Nobody was talking very big. 
The rain that had brought out the blue- 
grass over the countryside had also pro- 


duced a field full of x’s. 


In the historic winner’s circle at Churchill Downs, there were the usual felicitations, 
the customary happy smiles. Leslie Combs 2nd, Turf adviser to Mrs. Elizabeth N. 
Graham, shakes hands with Trainer Tom Smith. Mrs. Graham is obviously pleased. 
Jockey Eric Guerin grins widely—his first Derby mount is wearing a wreath of roses. 
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An Uncertainty Resolved 


“When I saw him on top going past the 
stands the first time, there wasn’t any 
doubt in my mind about him winning.” 

Tom Smith had won his first Derby. he 
had recouped the prestige lost by Maine 
Chance Farm when its three-horse entry 
had failed in 1946, he had scored his first 
major victory since resuming training 
after a year’s suspension. For this one 
occasion, anyhow, silence wasn’t serving 
him as a gold standard. 

“Guerin rode a wonderful race. Jet 
Pilot is like Beaugay—he’s got a thin skin, 
and he swerves if you hit him with a whip, 
so I told Guerin to get him away on top 
and nurse him. He’s hard to rate if he’s 
running behind the leader or running 
alongside of horses, but if he’s in front 
hell rate himself. I could tell when he 
passed the stands the first time that he 
was going to win the race. 

“IT didn’t do much with the horse— 
trained him very lightly. You’d be sur. 
prised if you saw his work sheets. We 
worked him a mile and an eighth once, 
and a mile and a quarter, and he kept 
showing by his condition that he needed 
only light training. After he worked that 
mile and a quarter, in 2:09 and something, 
he tried to run away as the boy came 
alongside of him on the lead pony. That 
showed me he was fit. 

“He had to be handled carefully. At 
one point the muscles of his hindquarters 
were beginning to cord up like a sprinter’s 
-—they were cording so deeply over his 
rump that you could pour a cup of water 
in the crevices. He'd work three-eighths 
in :33 if you'd let him. so I increased the 
pace of his gallops and let him go a little 
farther, and that stopped the cording. 

“I train horses by being with them all 
the time and noticing how they are doing. 
You've got to know your horses. People 
used to say | worked Seabiscuit at night 
because they didn’t see me doing a whole 
lot with him in the daytime, but the fact 
was that the horse didn’t need much 
work.” 

What about the change in Jet Pilot's 
shoes on the morning of the Derby? 

had been training him in a heavy 
steel bar shoe. I figured on using an 
aluminum bar shoe in the Derby. but when 
that mud came up I decided on aluminum 
plates with half-inch stickers on all four 
feet. Jimmy (his son, James Smith) had 
raced the colt at two and knew him well. 
and he sent the stable blacksmith down 
from New York just in case I needed 
him.” 


Another Year, a Bigger Role 


The commotional setting of a Kentucky 
Derby was not new to Jet Pilot. Last 
year, as a minor member of a stable that 
was favored to win the big race, or maybe 
even run one-two in it, he made his debut 

(Continued on page 322 
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MONTICELLO HOTEL BUILDING Telephone 690 


Saturday, May 10, 1947 


Plantation 
of over 1,100 acres 


midway between 


WARRENTON and CHARLOTTESVILLE 


near 


Virginia's beautiful Blue Ridge Mountains 


offers you a healthful and secure way of life— 
A "Pleasant Valley'""—a Shangri-la. 


LOCATION—6 miles from Orange (served by 2 Main Rail 
Lines) and in the general vicinity of Woodberry Forest 
School and such celebrated estates as Mrs. duPont Scott’s 
“Montpelier” and “The Horseshoe,” owned by Mr. Ed- 
ward Stettinius, and within an hour’s drive of either the 
Chrysler or Plain Dealing Stud. 

MAIN HOUSE—(built in 1937). One of America’s finest 
Georgian brick homes, comprises 7 cheerful bedrooms, 6 
haths, owner’s sitting room, panelled library, drawing 
room, powder room, dining room, pantry, kitchen, base- 
ment laundry room, furnace room, vegetable and wine 
rooms, walk-in vault, store rooms, gun rooms, recre- 
ation room, lavatory, etc. Servants’ rooms and_ baths. 
Magnificent elevation affords views over plantation and 
of distant mountains. 

FARM BUILDINGS—Manager’s dwelling —6 rooms, bati, 
heat; 4+ cottages for farmers; Racing stable—20 box 
stalls, enclosed exercise track, can be used as show barn for 
cattle; 4 barns (2 for cattle, 1 for draft animals, 1 for 


grain); Miscellaneous barns, feeding sheds, shop, 2 log 
cabins, etc. 


THE PLANTATION—“A food producer.” Its highly fer- 
tile 1,100 acres provide an abundance of bluegrass, clover 
and winter feed for 350 to 400 head of beef cattle, 100 to 
150 sheep, a number of hogs, 20 to 30 draft animals 
(utilized and trained for profitable sale), and 30 or more 
Thoroughbreds. Plank fences are estimated at over 10 
miles. Water is in each pasture and paddock. Adequate 
labor is employed at reasonable wages. Gross sales can be 
greatly increased, if desired, by showing and selling Regis- 
tered cattle. Nominal taxes. 


Illustrated Brochure on request. 


STEVENS & COMPANY 


Land and Estate Brokers 
CHARLOTTESVILLE, VIRGINIA 
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Bashford Manor Farm, Charles W. Jones, 
Buechel, Ky. 


Onrita, by Sweep On: Br. c. by *Hypnotist 
2nd, April 17. Mare to Isolater. 

Saddle Shoes, by *Hairan: B. c. by Challedon, 
April 17. Mare to Pictor. 

Stalingrad, by Peace Chance: B. f. by Reap- 
ing Reward, April 16. Mare to Balladier. 
(Alice F. Sherman.) 


Biltova Farm, Frank J. Harrington, 

Goldsboro, Md. 

Baby Bonnet, by Cocked Hat: Br. c. by *Es- 
terling, April 20. Mare to Mr. Bones. 

Jacosa, by *Jacopo: Br. c. by The Rhymer, 
April 16. Mare to Mr. Bones. 


Circle M Farm, Edward S. Moore, 
Lexington, Ky. 

Catchem, by *Hourless: Ch. c. by Blue 
Swords, April 11. Mare to Hoop, Jr. (R. E. 
Wingfield.) 

Cute Trick, by Cantankerous: B. f. by Market 
Wise, March 28. Mare to Market Wise. 
(Vera S. Bragg.) 

Earliana, by American Flag: B. c. by Eternal 
Bull, April 4. Mare to Eternal Bull. (A. T. 
Simmons.) 

Encyclopedia, by Wise Counsellor: B. c. by 
Flying Watch, April 20. Mare to Big Peb- 
ble. (R. S. Caldwell.) 

Gino’s Alley, by Sun Beau or *Gino: Ch. f. 
by Flying Watch, April 15. Mare to Big 
Pebble. (R. S. Caldwell.) 

Juno, by Trace Call: B. f. by Sun_ Again, 
= 30. Mare to Sun Again. (Vera 8S 

se 

Lydia K., by Diavolo: B. f. by Blue Swords, 
April 10. Mare to Blue Swords. (A. T 
Simmons.) 

Malvina B., by Sir John Johnson: Ch. c. by 
Foray Array, April 15. Mare to Foray Array. 

No Wire, by *Sir Gallahad 3rd: B. c. by Big 
Pebble, March 28. 

Petrify, by Identify: B. c. by Bull Lea, April 
— Mare to Questionnaire. (A. G. Vander- 
bilt.) 

Sanoj, by Bull Lea: Ch. c. by 
April 19. Mare to Reaping 
S. Bragg.) 

Scared Cards, by Blue Larkspur: B. c. by 
Ocean Wave, April 3. Mare to Occupation. 


(S. I. Crew.) 
Blk. c. by Hypno- 


Chance Play, 
eward. (Vera 


Slim Rosie, by Tryster: 
tist, April 8. Mare to Requested. (Vera S 
Bragg.) 

Spare Change, by Discovery: B. f. by Im- 
pound, April 24. Mare to Sir Damion. ta. G. 
Vanderbilt.) 

Zacata, by Zacaweista: B. c. by Blue Swords, 
April 22. Mare to Eternal Bull. (A. T. 
Simmons.) 


Claiborne Farm, A. B. Hancock, Paris, Ky. 

Blue Ensign, by Blue Larkspur: B. f. by 
Devil Diver, April 20. Mare to Some Chance. 
(Howell E. Jackson.) 

Blustery, by *Sun Briar: B. f. by Bold Irish- 
man, April 22. Mare to Bold Irishman. 
(Wheatley Stable.) 


Circus Ring, by *Bull Dog: 
tist 2nd, April 21. 
heim Farms. ) 

Darling, by Pompey: Ch. c. by Tintagel, April 
21. Mare to Fighting Fox. 

Gogetit, by *Sir Gallahad 3rd: Ch. c. by 
*Blenheim 2nd, April 24. Mare to Prince- 


quillo. 
Hostility, by Man o’ War: B. f. by Eight 
April 20. Mare to *Mahmoud. 


by 


Mare to len- 


Thirty 
(Wheatley Stable.) 

Iseult, by *Sir Galiahad 3rd: B. f. by Ques- 
tionnaire, April 2 Mare to Whlslaway. 
(Wheatley Stable.) 

La Rose, by *Jacopo: B. by Fighting Fox, 
April 24." Mare to Fighting Fox. (Belair 


Maraschino, by *Sir Gallahad 38rd: B. f. by 
Devil Diver, April 21. Mare to Count Fleet. 
(Belair Stud.) 
Marigal, by *Sir Gallahad 3rd: B. f. by *Iso- 
wey April 21. Mare to Shut Out. (Belair 
St 


Miss Biscuit, by Hard Tack: B. c. by Snark, 
Mare to *Princequillo. (Mrs. 


Precipitation, by Stimulus: B. c. by Annap- 
olis, April 1 Mare to *Blenheim 2nd. 
(Montpelier Farm.) 

Scalpel, by *Sickle: B. c. by *Princequillo, 
April 20. Mare to Bimelec 

Step Across, by Balladier: B. ‘2: by Fighting 
Fox, April 24. Mare to Eight Thirty. 


(Wheatley Stable.) 
Tehani, by *Carlaris: Ch. c. by 
April 19. Mare to Bull Lea. (Mrs. B 

Douglas.) 
Toro Rose, by Toro: B. c. by *Isolater, April 
19. Mare to Shut Out. 


Clynmalyra Stud, Mr. and Mrs. Arthur Preece, 
Sparks, Md. 
*Sunny Voice, by Golden Sun: B. c. by Mr. 
Bones, April 7. Mare to Director J. E. 


Corum Farms, Ashby and Bill Corum, 
Madisonville, Ky. 

Cindy, by Stimulus: Ch. f. yg au Prince, 
March 16. Mare to Easy 

Tartan Betsy, by American Flag: Ch. f. by 
Port au Prince, April 21. Mare to Boy 
Knight. 

Thunder Lou, by Thunderer: Ch. c. by Port 
au Prince, January 29. Mare to Blue Flyer. 

Transy, by Transmute: Ch. c. by War Relic, 
February 18. Mare to Port au Prince. 


Darby Dan Farm, John W. Galbreath, 
Columbus, Ohio 
Sun Lily, by *Sun God 2nd: B. c. by Best 
Seller, April 9. Mare to Bless Me. 
Darby Damozel, by War Admiral: Br. c. by 
Devil Diver, April 13. Mare to Errard. 
Darby Damron, by *Sir Gallahad 3rd: Ch. c. 
by War Admiral, April 11. Mare . Errard. 
Whiskachance, by Chance Shot: B. f. by Ro- 
man, April 14. Mare to Bless Nie. 


R. S. Felger, Covington, Ky. 


Queen Byrd, by Byrd: B. f. by Lovely Night, 
April 7. Mare to Lovely Night. 


Greentree Farm, Lexington, Ky. 
Bird Hawk, by *Sir Gallahad 3rd: B. c. by 
Shut Out, April 23. Mare to Shut Out. 
Expression, by The Porter: B. c. by Ques- 
tionnaire, April 20. Mare to *Blenheim 2nd. 
Gentle Tryst, by *Sir Gallahad 3rd: Ch. f. by 
Shut Out, April 21. Mare to Shut Out. 
Last Lay, by *Royal Minstrel: B. c. by *St. 
Germans, April 19. Mare to *St. Germans. 
*Phalarita, by Phalaris: B. f. by Shut Out, 
April 20. Mare to Amphitheatre. 
Rare Bloom, by *Sir Gallahad 3rd: Ch. f. by 
ef Diver, April 22. Mare to War Ad- 
mir 


Hacketts Point Farm, Sylvester W. Labrot, 
Jr., Annapolis, Md. 

Monel, by *Sir Greysteel: Ch. f. by *Rounders, 
April 18. Mare to Some Chance. 


High Farm, Douglas Davis, 
Lexington, Ky. 

Alfaye B., by Supremus: B. f. by Blue Flyer, 
March 29. Mare to Seven Hearts. (Red 
Top Farm.) 

Courtesy First, by The Scout: B. c. by Seven 
Hearts, April 11. Mare to Seven Hearts. 
(Graham Brown.) 

Gleeful, by *Pharamond 2nd: B. c. by Seven 
Hearts, April 17. Mare to Seven Hearts. 
(Graham Brown.) 

Hasty Up, by Haste: B. f. by Tiger, April 7. 
Mare to Some Chance. (Red Top Farm.) 
I'll Go Far, by Flying Heels: Ch. c. by War 
Jeep, April 22. Mare to Seven Hearts. (Gra- 

ham Brown.) 

Jane Kemp, by *Wrack: Br. c. by Easy Mon, 
April 22. Mare to Challedon. (Mrs. Mel- 
ville Church 2nd.) 

Little Nymph, by *Bull Dog: Blk. c. by War 
Admiral, April 12. Mare to Fighting Step. 
(Murlogg Farm.) 

Mary’s Last, by Terry: B. c. by Okapi, April 
21. Mare to Okapi. (E. E. Pershall.) 

Meadow Lark, by Supremus: B. c. by Seven 
Hearts, April 17. Mare to Seven Hearts. 
(Graham Brown.) 

Ok Sugar, by Okapi: Ch. c. by High Strung, 
April 17. Mare to *Halcyon Gift. (C. L. 


Our Patty, by Brown Bud: B. c. by Equistone, 


March 29. Mare to Occupation. (John E. 
Hughes.) 

Phenemina, by Dunboyne: Ch. f. by Psychic 
Bid, April Mare to Psychic Bid. (Ray 
Ankenbauer.) 


Play — by J High Quest: Ch. c. by Market 
Wise, April are to Okapi. (Red Top 
Farm.) 

Royal Jean, by *Man O'’Night: Ch. c. by 
pang April 20. Mare to Okapi. (Eugene 

agg. 

Scamper, by Pilate: Blk. c. by Ringmenow, 
March 23. Mare to Jean Valjean. 

Shake Down, by The Porter: B. f. by Eternal 
Bull, April 22. Mare to Psychic Bid. (Ray 
Ankenbauer.) 

Surgiburley, by *Gino: Gr. f. by Reaping Re- 
ward, April 13. Mare to Bolingbroke. 

Sweet Betsy, by *Carlaris: Ch. c. by Milkman, 
April 8. Mare to War Relic. 

Top Gem, by Flag Pole: B. c. by Star Beacon, 
April 6. Mare to Psychic Bid. (Rokeby 
Farm.) 

Trustee, by Wise Counsellor: Ch. c. by Seven 
Hearts, April 10. Mare to Seven Hearts. 
(Graham Brown.) 


Ingleside Farm, David W. Collins, 
Frankfort, Ky. 

Army Call, by *Jacopo: B. f. by Blue Pair, 
March 24. Mare to *The Salen. 
Koontz and David W. Collins.) 

Bubbling Well, by Bubbling Over: Ch. c. by 
Blue Pair, April 20. Mare to War Dog. 
(F. B. Koontz and David W. Collins.) 

Ease Away, by *Negofol: B. c. by Blue Pair, 
April 8. Mare to el (F. B. Koontz 
and David W. Collins.) 

Spotswood Girl, b B. f. by Delib- 
erator, March 2 Mare to Signator. 


Keller-O-Ranch, Dr. and Mrs. George W. 
Keller, Chino, Calif. 

Awhirl, by Reigh Count: B. f. by Trace Call, 
March 23. Mare to Brevity. 

*Carlottine, by *Easton: B. c. by Trace Call, 
April 20. Mare to *Firozepore. (Keller and 
Jackson.) 

Lou Westwood, by Westwood: B. f. by *Del- 
phinium, April 12. Mare to *Two Ton Tony. 
(Keller Caldwell.) 

Shady Past, by St. James: by Cross S., 
April 20. Mare to *Two Ton ae. (Keller 


c. by Boxthorn, 
Mare to oe. (Keller 


and Caldwell.) 

Trip Past, by Seth’s Pride: 
February 23. 
and Jackson.) 
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Stud Stallions 


SCOTTSVILLE, VA. 


Gray, 1939 
By *Mahmoud—Callandar, by Buchan 
(Property of H. Delman, D. Djordjadze, Mrs. M. du Pont Scott) 


$500—Return 
BOOK FULL 1947 
Three Services Left for Approved Mares for 1948 


‘CISNEROS 


Bay, 1932 
By Hachicero—Campanilla, by Old Man 


Good winner in Argentina. All his foals of racing age are winners. 


PRIVATE CONTRACT 


Bay, 1940 
By Prince Rose—Cosquilla, by Papyrus 
(Property of D. Djordjadze and A. B. Hancock) 
Standing at Claiborne Stud 


BOOK FULL 1947 


D. DJORDJADZE Plain Dealing Stud, Scottsville, Virginia Phone 75FI5 


Saturday, May 10, 1947 
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Keystone Farm, Mrs. D. V. Kellogg, 
Pe on, N. J. 

Sleepy Valley, by Valley Forge: Br. f. by 
Deil, April 22. (Mrs. William Shropshire.) 
Robert L. and Elizabeth Lamborn, 
McDonogh, Md. 

Treadhaven, by *Sir Greysteel: B. f. by Chilly 
Beau, March 25. Mare to Chilly Beau. 
Stud, Ed Johnstone, 
Versailles, Ky. 

Ariel Goid, by Ariel: Br. c. by Invermark, 

March 5. Mare to *Hunters Moon 4th. 
Mere Markette, by Invermark: Ch. c. by Jean 
— April 2 Mare to *Hunters Moon 
4th. 


Maryland Acres, Donald Hiss, 
Racine, Wisconsin 
Grace Sherab, by *Sherab: B. f. by *Cheick 
Rama, April 27. Mare to Count Domino. 


Meadowview Farms, Inc., Moorestown, N. J. 

*Adine, by Dark Legend: B. f. by *Mont 
Blanc, April 6. Mare to *Mont Blanc. 

Sailing East, by *Easton: B. c. by *Mont 
Biane, April 8. Mare to *Mont Blanc. 

Sun Fritters, by *Sun Briar: B. c. by *Easton, 
April 17. Mare to *Easton. 


Mereworth Farm, a J. Salmon, 
Lexington, Ky. 
Anacreon, by Chance Shot: B. f 


by Question- 
naire, April 5. 


Mare to Devil Diver. 

Attara, by *Archaic: B. c._by Chance Play, 
April 24. Mare to War Relic. 

Avengeance, by Macaw: Ch. c. by Ariel, April 


3. Mare to Ocean Wave. 

Creamy, by Milkman: Ch. f. by Ocean Wave, 
April 10. 

Dark *Traumer: Ch. f. by 
Shut Out, April Mare to Unbreakable. 

Fair Brown, by Black Toney: B. c. by Ariel, 
April 13. Mare to *Pharamond 2nd. 

Good Omen, by *Happy Argo: B. f. by 


*Pharamond 2nd, April 2. 
ing Fox. 

Haifli, by *Hairan: B. f. by Ariel, April 18. 
Mare to Ocean Wave. 

Heralder, by *Sir Gallahad 3rd: Ch. f. by 

Mare to Devil Diver. 


Whirlaway, April 20. 
Hindu Spy, by Discovery: Ch. f. by Ocean 

Wave, April 16. Mare to Alsab. 
*Swift and Sure: B. f. by *Hairan, 


Jaunt, by 
April 18. Mare to *Hairan. 


Mare to Fight- 


Panay, by 
Rosaire, by Ariel: 
Rosern, by Mad Hatter: 
Unique, by Peter Pan: 


And Kisses, by Omaha: Ch. 
Knight’s Star, by 
Off 


Camp Kitty, 


Nancy Jane, by Peter Quince: B. c. 


Vivacious, 


Hills of Hiran, 


*Chicle: B. c. by Questionnaire, 
Mare to Questionnaire. 
Ch. f. by *Hairan, April 11. 


April 14. 


Mare to *Hairan. 
Ch. 
April 23. Mare to Ariel. 
B. f. by Reaping Re- 
ward, April 22. Mare to Sun Again. 
Montfaucon, Wilmer C. Ensor, 
Cockeysville, Md. 
f. by Lochinvar, 
Mare to Peace Chance. 
*Bright Knight: B. f. by 
Mr. 


c. by Sun Again, 


March 15. 


*Piping Rock, March 26. Mare died. 
and On, by Bud Lerner: B. c. by 
Bones, April 10. Mare to Mr. Bones. 


Pistorio Farm, Mr. and Mrs. Samuel M. 
Pistorio, Ellicott City, Md. 


by Cady Hill: Ch. c. by The 
March 27. Mare to The Rhymer. 
Kelly.) 


Rhy 
(N. J. 


Dime a Dance, by Reaping Reward: B. c. by 


Mare to Pensive. 
by Milk- 


The Rhymer, April 8. 


man, April 11. Mare to The Rhymer. (S. H. 
Rogers.) 
Roman Matron, by Pompey: Ch. f. by The 


Rhymer, March 26. Mare to The Rhymer. 
by Stimulus: Ch. f. by Pensive, 
March 22. Mare to Roman. 

Polohunt Farm, T. L. Johnson, 
Versailles, Ky. 
by *Pick of the Circus: Ch. f. 
by Lovely Night, April 22. Mare to Sun 
Again. (Mrs. Esther du Pont Weir.) 


Prospect Hill St. Mrs. R. H. Heighe, 
el Air, Md. 
at 2nd: B. f. by *Easton, 
March 23. Mare to Discovery. 

Maigre, by *Aethelstan 2nd: Ch. f. by Pur- 
ple Knight, February 4. Mare to Zayin. 
Park, by *Wrack: B. f. by Zayin, April 8. 
Mare to *Piping Rock. 
Pony Ballet, by Theatrical: 
April 2. Mare to Tamil. 
Zenana, by Theatrical: Ch. f. by Lochinvar, 

February 10. Mare to Tamil. 


In India, by 


Ch. f. by Zayin, 


Ravensworth Farm, Dr. George Bolling Lee, 
Burke, Virginia 

“Divinity, by Abbots Trace: Ch. 
dale 2nd, April 3. 
(M. J. Bove.) 

Navy Parade, by Dress 
_stonedale 2nd, April 11. 
2n 


Rosemere Farm, Carl G. Rose, Ocala, Fla. 


f. by *Rose- 
Mare to *Rosedale 2nd. 


Parade: Ch. c. by 
Mare to *Rosedale 


*Castigada, by Lombardo: B. f. by Suffern, 
April 25. Mare to Ariel Game. (Charles A 
O'Neil, Jr.) 


by Supremus: B. c. by Jakajones, 
April 23. Mare to Jakajones. 
Sunlea Farm, Herbert — Quante, 
Owings Mills, 
Transtan, by *Aethelstan ca B. c. by Petee- 
Wrack, April 22. 


Val Verde Ranch, A. V. Gomez, 
Loomis, Calif. 


Bombalena, by Brig o’ Doon: B. f. by Big V, 


March 26. Mare to Sports Writer. (Ross 
Wilson.) 
Broadway Rage, by Broadway Jones: B. ec. 


by Sports Writer, 
Writer. 

First Daughter, by Shoot Foot: B. c. by 
Sports Writer, February 13. Mare to Sports 


March 3. Mare to Sports 


Writer. 
*Ganges, by *Bahram: B. f. by Requested, 
February 15. Mare to Hollyrood. (Mrs. 


Gordon Guiberson.) 
Genteel Lady, by 
Hollyrood, April 
(J. A. Lyons.) 
Tanaris, by Bucky Harris: 
Writer, March 3. 
(Mr. and Mrs. 


Black Servant: B. c. by 
17. Mare to Sports Writer. 


B. f. by Sports 
Mare to Sports Writer. 
E. Roalf.) 


Since 1939 


From mares now owned by this farm 


The First Year it Started 


(all at 2, except one) 


White Post, Virginia 
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A. A. Baldwin 


Each Yearling We Have Sold Has Won 


This summer at KEENELAND... 


Colt by *Pharamond II—*Lei Ilima, by Caerleon 
Filly by *Mahmoud—Shell Hole, by Man o’ War 


Colt by Bimelech—Sleek, by Ariel 
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*Hunters Moon IV 


(Property of Louis B. Mayer) 


Sire of the 1947 Stakes Winners 
Stirrup Cup and Boston Moon 


*Hunter’s Moon 4th 
B. 1936 


No. 16 family. 


Pearl Opal... 


Foxlaw, by Son-in-Law 
Trimestral, by William the Third 


{Bruleur, by Chouberski 
‘\Pearl Maiden, by Phaleron 


Unbeaten at three—winner Cesarewitch, 2 miles 24 yards at four, winning with 
the highest weight in 100-year history of England's famous Handicap. 


*Hunters Moon IV had Speed and Stamina 


*Hunters Moon 4th raced only in stakes in France 
and in England. He was undefeated at three. He won 
the high-class stakes, Prix Juigne 1% miles, Prix la 
Rochette 134 miles in France and the White Rose Stakes 
2 miles, in England. At four *Hunters Moon 4th won the 


Cesarewitch 2 miles 24 yards in England, carrying top 
weight of 131 pounds, and giving the second horse 23 
pounds, and as much as 31 pounds to others in the beaten 
field. This is the highest weight ever carried by a win- 
ner of the Cesarewitch in its previous 100 year history. 


“Hunters Moon IV Is Transmitting Speed and Class 
3 Stakes Winners From Ist 22 Starters 


In America *Hunters Moon 4th has sired 30 foals 
through 1946. He has had 22 starters, 15 winners, and 
6 placed, including the stakes winners Lunada, Stirrup 
Cup and Boston Moon. Stirrup Cup at two equaled the 
Santa Anita record for 41% furlongs in :52%5, and placed 
third in the Haggin Stakes. At three Stirrup Cup won at 
Santa Anita, six furlongs in 1:11%5, and won the Yerba 


Buena Stakes. In the latter race he defeated the stakes 
winners Hemet Squaw, Arjuna, and others in a high-class 
field. “Hunters Moon 4th is also sire of the 1947 stakes 
winner Boston Moon, winner of 5 races, $7,500 Tijuana 
Handicap at 1% miles and Rising Prices, who sold for 
$18,500 at the recent L. B. Mayer Dispersal Sale. Rising 
Prices won his first start at Santa Anita in 1947, running 
three furlongs in :33%5. 


*Hunters Moon IV Is Strongly Bred in Male Line 


*Hunters Moon 4th is by Foxhunter, winner of the 
Ascot Gold Cup 2% miles, Doncaster Cup 2% miles. Fox- 
hunter stood 9th on the French Sires List and 6th on the 
English Sires List in 1939. He got Foxglove, Jockey 
Club Cup, 2% miles; Fox Cub, Criterion Stakes at two, 
second in Epsom Derby at three, and White Fox, stakes 
winner in France and beaten a head in the Epsom Oaks; 
and other stakes winners. Foxhunter won the Ascot Gold 


Cup in the excellent time of 4:223%6, and his three-fourths 
brother Trimdon, won it the two previous years. 


Foxlaw, grandsire of *Hunters Moon 4th, won the 
Ascot Gold Cup, and sired two winners of the Ascot Gold 
Cup, and Foxbridge, 6 times leading sire in New Zealand. 


Son-in-Law, great grandsire of *Hunters Moon 4th, 
is the greatest source of staying blood in England. 


*Hunters Moon IV Has Same Female Source as “Sir Gallahad III and *Bull Dog. 


*Hunters Moon 4th was the first foal of his dam, Pear] 
Opal, who died with her foal the next year. She was a 
winning daughter of Bruleur, winner of the French Derby 
and sire of 4 winners of the French Derby, and of Bru- 
lette, winner of the Epsom Oaks. Bruleur is line-bred to 
Dollar, greatest source of staying blood in France. 

Pearl Maiden, second dam of *Hunters Moon 4th, 
was a winner by Phaleron, winner of the Jockey Club 
Stakes, 1% miles, and second in the Two Thousand 
Guineas. Phaleron won 10,376 pounds. Pearl Maiden 
also produced Bipearl, winner of French One Thousand 
Guineas; Pearlweed, winner of French Derby; and Pearl 
Cap, one of the greatest fillies ever raced in France. Pearl 


Fee—$500 for 1947 Season 


Cap was only beaten once at two and three, winning 11 
races and 2,267,314 francs. She won the French Oaks, 
French One Thousand Guineas, Prix de |’ Are de Tri- 
omphe, Prix Herod, Prix La Rochette, Prix Morny, Prix 
Robert Papin, Prix Vermeille, Prix Jaques Le Marois, 
Prix de Minerve, etc. Pear] Maiden also produced Pearl- 
ash winner of Prix La Rochette and Prix Edgard de la 
Charme; and Motilal, stakes winner in Italy. In all Pearl 
Maiden’s produce won the enormous sum of 3,413,114 
francs. 

Besides being the immediate family of *Sir Gallahad 
3rd, *Bull Dog, *Bahram, Bois Roussel, it is also the 
family of Kendal, sire of Galtee More, and leading sire 
in England, and great sire in Argentina. 


Fee payable sixty (60) days after last service, unless veterinary exami- 


nation shows mare not in foal, or when mare is sold or leaves the State. 


Lexington Stud 


Huntertown Road 


Woodford County 


Versailles, Kentucky 


For further information phone Ed Johnstone at Lexington 3448, or Versailles 550 


Saturday, May 10, 1947 


—— 
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Standing Claiborne Stud 


Season of 1947 


*SIR GALLAHAD III 
Bay. 1920, by *Teddy—Plucky Liege, by Spearmint. 


*BLENHEIM II 
Brown, 1927, by Blandford—Malva, by Charles O'Malley. 


*RHODES SCHOLAR 
Bay, 1933, by Pharos—Book Law, by Buchan. 


JOHNSTOWN (Belair stud) 
Bay, 1936, by Jamestown—La France, by “Sir Gallahad III. 
*“ISOLATER (Belair Stud) 


Bay, 1933, by Blandford—Priscilla Carter, by “Omar Khayyam. 
SOME CHANCE (A. S. Hewitt and A. B. Hancock) 


Chestnut, 1939, by Chance Play—Some Pomp, by Pompey. 


SNARK (Wheatley Stables) 

Bay, 1933, by Boojum—Helvetia, by *Hourless. 
FIGHTING FOX (Belair Stua) 

Bay, 1935, by *Sir Gallahad II]—Marguerite, by Celt. 
FENELON (Belair stud) 

Bay. 1937, by “Sir Gallahad II]—‘*Filante, by Sardanapale. 
APACHE (Belair Stud) 

Brown, 1939, by *Alcazar—Flying Song, by ‘Sir Gallahad III. 
“HYPNOTIST II (Belatr Stud) 

Bay, 1936, by Hyperion—Flying Gal, by “Sir Gallahad III. 
° PRI NCEOU I LLO (Prince Djordjadze and A. B. Hancock) 

Bay, 1940, by Prince Rose—Cosquilla, by Papyrus. 
FLARES (Belair Stud) 

Bay, 1933, by Gallant Fox—Flambino, by Wrack. 
GALLANT FOX (Belair stud) 


Bay, 1927, by “Sir Gallahad II]—Marguerite, by Celt. 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 


Book Full 
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For the fifth time 


in the past 10 years 


For the seventh time 


in the past 18 years 


Claiborne-Sired Horse Wins 
The Kentucky Derby 


Yet Pilot, son of “Blenheim II, was bred 
and raised at Claiborne Stud 


Saturday, May 10, 1947 


Of the 14 starters in the 73rd Kentucky Derby, three were bred at Claiborne Stud, and all 
three were sold at auction as yearlings. Jet Pilot, bred by A. B. Hancock and Mrs. R. A. Van 
Clief at Claiborne Stud, is a son of the Claiborne stallion, “Blenheim II, and the Claiborne-bred 
mare Black Wave (owned by A. B. Hancock and Mrs. R. A. Van Clief), by *Sir Gallahad III. 
The second horse, Phalanx, is also out of the Claiborne-bred Jacola, which was sold at auction 
as a yearling. 


In the 1947 Summer Sales at Keeneland a three-quarter brother to Jet Pilot will be sold by 
A. B. Hancock and Mrs. R. A. Van Clief. This colt is a son of Whirlaway (like Jet Pilot, a 
son of “Blenheim II) and out of Black Wave. Whirlaway has had three 2-year-old starters in 
1947, and each has won its only start. 


A. B. Hancock 


Claiborne Stud, Paris, Kentucky 


311 


: 

| 


TRACKS AND MEETINGS 


A Record Gate and 
A Record Handle 


Colonel Matt Winn, the prophet of 
Louisville’s Churchill Downs, a Mecca for 
racing fans one day out of the year, had 
estimated that 125,000 persons would view 
this year’s running of the Kentucky Derby. 

As the 3-year-olds paraded to the post 
on May 3, the estimated attendance was 
given as 120,000, which was believed to be 
a little high by most newsmen, who strung 
along with a 1106,000-figure. It was a lot 
of people, at any rate, and seemed like 
more if you happened to be caught in the 
rush for a street car or bus back into the 
city. 

Veterans of the Derby agreed that the 
crowd was the largest ever to witness the 
classic. At the pari-mutuel windows, 
trade was brisk and records for the Derby 
Day card and Derby pari-mutuel handle, 
established last year, were shattered. 


Total wagering for the day’s races to- 
taled $3.636.403, compared with $3,608.- 
208 last year. Wagering on the Derby 
alone totaled $1,253,042, against $1,202,- 
474 in 1946, for a new world’s record for 
one-race betting. 

Derby day was the second day in a row 
on which Churchill Downs had a better 
than million-dollar handle at the mutuel 
windows. On May 2, an estimated 25,000 
persons had wagered $1,275,596. 

For the first seven days of the meeting, 
attendance averaged 28,871 daily as com- 
pared with 17,894 for the entire meeting 
last year. Per diem per capita betting 
through the first seven days was $39.67, 
compared with $50.03 last year. 


Off At Jamaica 


Jamaica wound up its 25-day meeting 
May 3, with drops in attendance and wag- 
ering from last year’s figures. Total at- 
tendance was 754,906 as compared with 


830,908 in 1946. Daily average attendance 
was 30,196 as compared with 33,200 last 
year, a decrease of 9 per cent. Total pari- 
mutuel handle was $55,761,159 as com- 
pared with $66,693,718 last year. Daily 
average pari-mutuel turnover was $2,230,- 
446 as compared with $2,667,748 last year. 
a decrease of 1.6 per cent. Per capita per 
diem betting was $73.86 as compared with 
$80.35 last year, a decrease of 8 per cent. 


MONMOUTH PARK STAKES 
The Monmouth Park Jockey Club rac- 


ing program for its summer meeting will 
include 12 stakes and $155,000 in added 
money. The 36-day meeting will open 
June 19 and continue through July 30. 

Handicaps revived at last year’s inaug- 
ural are to be renewed and are topped by 
two $25,000 features, the Choice Stakes 
for 3-year-olds on July 19, and the Mon- 
mouth Handicap for 3-year-olds and up- 
ward on July 26. Both are 114-mile races. 

Racing Secretary John P. Turner, Jr., 
says that 69 horses have been named for 
the New Jersey Futurity for 2-year-olds 
foaled within the State. A supplementary 
closing clause enables late-comers to enter 
until June 2. 

Closing day for nominations will be 
June 2. The list of stakes: 


June 19 Colleen Stakes, $10,000 added, 2-year- 
old fillies, 5144 furlongs. 

June 21 Oceanport Handicap, $10,000 added, 
3-year-olds and upward, six fur- 
longs. 

June 28 Long Branch Handicap, $10,000 
added, 3-year-olds and upward, 
1 1/16 miles. 

July 4 Rumson Handicap, $10,000 added, 3- 
year-olds and upward, six fur- 
longs. 

July 5 Lamplighter Handicap, $10,000 added, 
3-year-olds, 1 1/16 miles. 

July 9 New Jersey Futurity, $10,000 added, 
2-year-olds foaled in New Jersey, 
514 furlongs. 

July 12 Molly Pitcher MHandicap, $15,000 
added, 3-year-olds and upward, 
fillies and mares, 1 1/16 miles. 

July 16 Omnibus Handicap, $10,000 added, 3- 
year-olds and upward, 114 miles. 

July 19 Choice Stakes, $25,000 added, 3-year- 
olds, 114 miles. 

July 23 Monmouth Oaks, $10,000 added, 3- 
year-old fillies, 1 1/16 miles. 

July 26 Monmouth Handicap, $25,000 added. 
3-year-olds and upward, 114 miles. 

July 30 Sapling Stakes, $10,000 added, 2- 
year-olds, 6 furlongs. 


CURRENT MEETINGS 
Attendance Pari-Mutuel Handle Per Capita, 

(Daily Average) (Daily Average) Per Diem Betting 

Track 1946 1947 1946 1947 1946 1947 

18,946 16,450 $1,253,981 $1,039,674 $66.18 $63.20 

(6 days) (minus 1.3) (minus 16°) (minus 4.507) 

SPORTSMAN’S PARK ~__ 13,862 14,697 $ 803,251 $ 767,270 $57.94 $52.20 

(7 days) (plus .56%) (minus (minus 9.9'7 ) 

TTANEORAN 10,776 $ 777,698 $72.16 
(32 days) 

SUFFOLK DOWNS ----- 19,399 17,159 $1,257,573 $ 891,168 $64.82 $51.93 

(14 days) (minus 11¢,) (minus 2.8%) (minus 19%) 

5,622 5,640 $ 355,437 $ 273,148 $63.22 $48.43 

(25 days) (plus .31°%) (minus 23°) (minus 23%) 

CHURCHILL DOWNS -_ 17,894 28,871 $ 895,296 $1,145,475 $50.03, $39.67 

(7 days) (plus 61%) (plus 27%) (minus 20.7¢7) 


+ Held no meeting in 1946. 


COMPLETED MEETINGS 


J 33,200 30,196 $2,667,748 $2,230,446 $80.35 $73.86 

(25 days) (minus 9%) (minus (minus 847) 
\ 
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20-POUND LIMIT 


A maximum spread of 20 pounds in 
handicap weights will be observed at Hol- 
lywood Park during the 50-day meeting 
opening May 24, it has been announced 
by John R. Maluvius, racing secretary. 
“Under it,” according to a press release 
from the track, “undue penalties will not 
be imposed on the leading handicap stars 
which in the past have often had to give 
away as much as 25 or 30 pounds to 
horses of their own age.” The policy also 
will permit more equitable weights, and 
will have a tendency to eliminate inferior 
horses, the release said. 


This will be the first time an official 
limitation on weight spread has been em- 
ployed at a West Coast track. No state- 
ment was made as to whether a maximum 
high weight had been fixed. Last sum- 
mer it was announced by Benjamin F, 
Lindheimer, executive director of Arling- 
ton and Washington Parks at Chicago, 
that the maximum weight in handicaps at 
a mile or less at the two tracks would be 
132 pounds, with a 20-pound spread, and 
that at distances over a mile the maximum 
would be 130 pounds and the minimum 
100 pounds, again with a 20-pound limit 
on the differential between the highweight 
of a field and the lowweight. 


DELAWARE NOMINATIONS 


The Polly Drummond, Dover and Chris- 
tiana Stakes, the three top stakes for 2- 
year-olds to be decided at Delaware Park 
in the meeting beginning May 29, have 
attracted 427 colts, fillies and geldings as 
compared with the 399 entered last year. 


Five imported colts are among the 138 
nominations for the Christiana, which is 
open to colts and geldings and which will 
be run June 12. Naming the imported 
colts were James E. Ryan and David D. 
O'Dell, who entered two each, and the 
Pentagon Stable. Another entry is C. V. 
Whitney’s Ready Jack, a full brother to 
Phalanx. The race attracted 129 entries 
in 1946. 


The Polly Drummond, to be run June 4, 
drew 141 nominations as compared with 
132 last year, and 148 entries were made 
for the Dover as compared with 138 last 
year. 


First Flight, the filly voted the cham- 
pion 2-year-old of both sexes for 1946, 
and Double Jay, the champion 2-year-old 
colt of 1946, have been nominated for the 
Delaware Oaks and the Diamond State 
Stakes. The two races will be renewed at 
Delaware Park during the May 29-July 5 


meeting. 


The Diamond State will be run June 2/1 
and the Oaks, July 4. Both are at a mile 
and a furlong and carry $15,000 in added 
money. 
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to be run $ 


PREMIERE HANDICAP 
$25,000 Added 
To be run Saturday, May 24th 


6 FURLONGS 3 year olds and up 
Entries close Monday, May 19 


STAKES AND PURSES 
HOLLYWOOD 


FEATURING THE ; 
$100,000 HOLLYWOOD GOLD CU 


ATURDAY, JULY 26th 


GOLDEN STATE BREEDERS’ 


HANDICAP - $50,000 Added 
To be run Saturday, June 21st 
11/16 MILES 3 year olds and up 


Entries close Sat. June14. bred in California 


SAT. MAY 24 thru SAT. AUG 2. 


VANITY HANDICAP 
$25,000 Added 
To be run Saturday, July 19th 


11/16 MILES 3 year olds and up 
Entries close Sat. July12. fillies and mares 


ARGONAUT HANDICAP 


$50,000 Added 
To be run Friday, May 30th 


11/6 MILES 3 year olds and up 
Entries close Saturday, May 24 


CINEMA HANDICAP 


$25,000 Added 
To be run Saturday, June 28th 
11/16 MILES 3 year olds 


Entries close Saturday, June 21 


HOLLYWOOD GOLD CUP 
$100,000 Added 
To be run Saturday, July 26th 


11/4 MILES 3 year olds and up 
Entries close Saturday, May 24 


HOLLYWOOD OAKS 


$25,000 Added 
To be run Saturday, May 31st 


7 FURLONGS 3 year old fillies 
Entries close Saturday, May 24 


AMERICAN HANDICAP 
$50,000 Added 
To be run Friday, July 4th 
11/8 MILES 3 year olds and up 


Entries close Saturday, June 21 


STARLET STAKES 
$25,000 Added 


To be run Wednesday, July 30th z : 


6 FURLONGS 2 year olds 
Entries close Saturday, July 26 


INGLEWOOD HANDICAP 


$25,000 Added 
To be run Saturday, June 7th 


7 FURLONGS 3 year olds and up 
Entries close Saturday, May 31 


HAGGIN STAKES 


$25,000 Added 

To be run Saturday, July 5th 
6 FURLONGS 2 year olds 
Entries close Sat. June 28. bred in California 


WILL ROGERS HANDICAP 


$25,000 Added 
To be run Saturday, June 14th 
7 FURLONGS 3 year olds 


Entries close Saturday, June 7 


HOLLYWOOD DERBY 
$50,000 Added 
To be run Saturday, July 12th 


11/4 MILES 3 year olds 
Entries close Saturday, May 24 


HOLLYWOOD LASSIE STAKES 


$25,000 Added 
To be run Saturday, June 14th 
51/2 FURLONGS 2 year old fillies 


Entries close Saturday, June 7 


HOLLYWOOD LADDIE STAKES 


$25,000 Added 
To be run Saturday, July 19th 
6 FURLONGS 2 year old 
Entries close Sat. July12. colts and geldings 


‘OWNED AND OPERATED BY HOLLYWOOD TURF CLUB, Inc. _ 


Saturday, May 10, 1947 


SUNSET HANDICAP 


$50,000 Added 4 


To be run Saturday, August 2nd ! 
15/8 MILES 3 year olds and up 
Entries close Saturday, July 26 


OVERNIGHT PURSES UP to $10,000 | 
MINIMUM PURSES $3000 


Applications 


Address all 
communications to 


HOLLYWOOD 
TURF CLUB Inc. 


BOX 369 
INGLEWOOD, CALIF. 
J. F. Mackenzie, Vice-President 
ond General Manager 


John R. Maluvius, Racing Secretary 


For Stall 
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Lous B. Mayer offers for sale 


The 


MAYER FARM 


(*As a whole, or in two units) 


One of the finest Thoroughbred breeding 


establishments in the world. 


The Mayer Stock Farm is located in Perris Valley, Riverside County, California, approximately 70 miles from 
downtown Los Angeles. The farm consists of 504% acres of flat, rich valley land, completely fenced and divided into 
paddocks by 23 miles of woven wire fencing with concrete-set steel posts. The permanent pastures are of scientif- 
ically selected grasses, the best obtainable for the raising of Thoroughbred horses. A plentiful supply of water is 
supplied by seven wells. This water has been analyzed by leading chemists and found to be of the very highest 
quality containing all the minerals necessary for the building of bone and muscle. 


There are two training barns of 36 stalls each; two foaling barns of 8 stalls each; 24-stall broodmare barn; 
6-stall stallion barn; isolation barn of 12 stalls; three hay and feed barns; tool shed, machine shop, paint shop, car- 
penter shop (all fully equipped); residences and cottages; office buildings; commissary and sundry other buildings 
necessary to the efficient operation of an establishment of this magnitude. The construction is modern, having been 
built in the main in 1941. All are kept in perfect condition. All stalls have two doors, one opening to the outside, 


the other to the enclosure and walking ring. Driveways are of decomposed granite. Well kept lawns, shrubs and 
flowers complete the ensemble. 


The one-mile track (one of the few private tracks of this length in existence), was designed by the same en- 
gineer who built the Santa Anita race track. All trainerswho have used this track are universal in their opinion that 
it is the finest race track in the State of California. The center field of approximately 35 acres is planted in al- 
falfa. A Puett gate completes this equipment. 


A personal inspection of the farm is necessary to appreciate the completeness of the values represented. 


*The farm, comprising 504% acres, is divided into two parts by a state highway 
(264% acres on one side and 240 acres on the other side). Each has its proportionate 
quota of buildings and water; each is a complete breeding farm. Proposals will be en- 
tertained for the purchase of either half or the ranch as a whole. 


Write for illustrated brochure 
For information contact Myron S. Fox, M-G-M Studios, Culver City, Calif. 
Telephone: AShley 4-3311 
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50 Leading Winners 


Horse Starts lst 2nd 3rd Amount 
Whirlaway, 1938 _.. 60 32 15 9 $561,161 
Stymie, 1941 ------ 98 24 24 22 518,285 
Armed, 1941 ___---- 46 29 9 2 482,775 
Assault, 1943 __---- 25 11 4 4 473,770 
Seabiscuit, 1933 _._.. 89 33 15 13 487,730 
First Fiddle, 19389 _. 95 23 24 20 397,570 
Sun Beau, 1925 _._-. 74 33 12 10 376,744 
wavot, 1942 —...... 31 14 6 2 373,365 
Aisab, 1939 a 5 350,015 
Equipoise, 1928 _._.. 51 29 10 4 338,610 
Challedon, 1936 __-. 44 20 7 6 334,660 
¢Busher, 1942 _______ 21 15 3 1 334,035 
Gallant Fox, 1927 _.17 11 3 2 328,165 
Shut Out, 1939 -_-.. 40 16 6 4 $17,507 
43 23 8 5 303,039 
Mate, 19988 —....... 73° #20 414 = 301,810 
Lucky Draw, 1941 __ 30 15 5 2 278,590 
+Top Flight, 1929 _.16 12 0 0 275,900 
War Admiral, 1934 _ 26 21 3 1 = 273,240 
Blue Larkspur, 1926 16 10 1 272,070 
Twenty Grand, 1928 25 14 4 3 261,790 
#Gallorette, 1942 _. 41 14 10 5 261,735 
Devil Diver, 1989 _. 47 22 12 3 261,064 
Display, 1923 103 23 25 27 256,326 
Exterminator, 1915 -100 50 17 17 252,996 
Victorian, 1925 39 18 9 252,425 
Count Fleet, 1940 _. 21 16 4 1 250,300 
Man o’ War, 1917 -. 21 20 1 QO 249,465 
Thumbs Up, 1939 _. 45 i7 14 7 249,290 
Bimelech, 1987 ---. 15 11 2 1 248,745 
Polynesian, 1942 _. 47 19 10 9 245,315 
Mioland, 1937 —~---__ 50 18 10 6 244,270 
Pot o’ Luck, 1942 _. 54 13 11 5 239,150 
Occupation, 1940 --. 32 17 9 0 227,035 
tHoneymoon, 1943 _ 24 11 3 2 226,070 
Sarazen, 1921 —..... 55 27 2 6 225,000 
Market Wise, 1939 _ 53 19 7 10 222,140 
Occupy, 1941 2 9 217,214 
Marriage, 1936 --..99 35 11 12 216,090 
Top Row, 1931 -... 42 14 8 9 213,870 
Mike Hall, 1924 ___.73 19 10 12 213,420 
*Kayak 2nd, 1935 26 14 8 1 =213,205 
Crusader. 1923 --._. 42 18 8 4 208,261 
iTwilight Tear, 1941 23 18 2 2 202,165 
Stagehand, 1935 ____ 25 9 3 6 200,110 
Discovery, 1931 _-___ 68 27 10 10 195,287 
Mad Hatter, 1916 _. 98 32 22 15 194,525 
Domino, 1891 25 19 2 1 193,650 
Whichone, 1927 _-_. 14 10 2 1 192,705 
Jet Pilot, 1944 ____ 15 7 3 2 192,490 


Racing threugh May 3 included. 


+Filly. Boldface type indicates horses whose 
racing careers are not yet finished. 


Note: *Phar Lap is omitted from this list as 
he won most of his total in Australia. Three 
of the horses listed above raced in England 
after racing in America, and their English 
records, accounting for first, second, and third 
monies, are included, with the sovereign esti- 
pated at $5. The English records of these 
orses: 


Horse (Age) Starts lst 2nd 3rd Amount 
mate (6). 10 1 2 2 £ 790 


Twenty Grand (7) _ 2 0 0 0 
Mike Hall (5) —____ 2 0 0 0 


Saturday, May 10, 1947 
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Was Insco one of America’s 
Great Stallions? 


No. 4.—Among leading 20 sires four 


consecutive years in short 


stud career 


WALTON 
KENTUCKY 


ELLIS FAR 


IN VIRGINIA 


‘ROSEDALE 


Bay or Brown Horse, Foaled 1928 


Amie 
Bay Ronald 
“ROSEDALE II... Rondeau.......... 
Swynford.......... John o’Gaunt 
) Canterbury Pilgrim 
{ *Roseway......... {Stornoway 


lRose of Ayrshire 


* TD OSEDALE 2nd won in France and was imported to America at three. 
Raced over the hurdles he established a new track record at Aqueduct 

for 1% miles in 3:27. *Rosedale 2nd has had very limited opportunities in 
the stud—he stood for many years in upper New York State—but he has 
done well. Among his get is Abidale, a good winner in 1946, in the Metro- 
politan area. 
Comment is unnecessary about *Rosedale 2nd’s sire, *Teddy. He has 


established a mighty family in America, has exerted a tremendous influence 
on our racing and breeding. 


a aggre 2nd is out of the Swynford mare Roseola, winner of the 
St. James Stakes in England and the dam of three stakes winners: 
TORNADO, a top race horse in France, winner of over two million francs, 
and from whose first crop of yearlings two averaged $16,000 at the 1946 
Lexington Fall Sales; Astrologer; and Astronomer. 

*Roseway, the second dam, won the 1,000 Guineas, Lingfield Park 
Stakes, and was second in the Oaks. She is also dam of Rushaway, Latonia- 
Illinois-Louisiana Derby winner, and grandam of other stakes winners. 


RAVENSWORTH FARM 


BURKE, VA. 
Telephone: Alexandria 0655 
FEE: Private Contract Booking for 1948 


BOARDING FACILITIES FOR MARES AND FOALS 
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CALIFORNIA, by Robert Hebert 


Performance Analysis 


Streamlined at Tantoran 


Los ANGELES 

The Performance Analysis Department 
has undergone some interesting changes at 
Tanforan. 

Like everything else in this era, it has 
been streamlined until now it bears about 
as little resemblance to the original article 
as the first airplane built by the Wright 
Brothers bears to a B-50 just off the as- 
sembly line. 

Possibly you remember the PAD, as it 
is known to West Coast Turf-goers? It 


Mackenzie, who has been responsible for 
many innovations at Hollywood Park, and 
of Wendell Cassidy, who has nurtured the 
germ since its inception two years ago as 
the Performance Observation Method. 
At that time it consisted of 12 men, who 
were placed atop the roof overlooking the 
finish line and who compiled voluminous 
notes on each horse from the time it step- 
ped onto the track until it left. If a horse 
was sore, it was noted. If he was shut 
off, it was recorded. If the jockey winked 


them did marry the goose girl), it became 
history. The myriad notes were turned 
over to the stewards and apparently were 
promptly forgotten. 


Stacks of Reports 

Trouble was that everyone else was 
compiling reports, too. The veterinarian 
had his reports; so did the paddock judge, 
the patrol judges, and all the other judges, 
and these reports were made independ- 
ently. So in order to get all the informa- 
tion into one intelligent report that could 
be used for better officiating, the PAD 
was born. The purpose, aside from an 
admitted psychological effect upon the 
public, is to obtain as true a picture as 
possible, not only of a race but of events 
leading up to it, and sometimes following 
it. Data is kept on horses, jockeys, train- 
ers, and owners. 

At Tanforan, the Performance Observers 


is the favorite adopted child of Jack at the goose girl, or vice versa (one of | (12 men at $40 each per day) have been 


DAILY PRESS REPORT COMPILED BY PAD 


This is one of the daily reports supplied to newspapermen at Tanforan by the Performance Analysis 
Department. It covers the racing of April 10. The following abbreviations are used to indicate the source 
of the comment: (p)—patrol judge; (m)—motion picture; (t)—observation tower; (vet)—track veterin- 


arian. ML Fave—mutuel favorite. 


PRESS REPORT from PAD-Tanforan . . . . 18th day, 9 


April 47 
Cold, high wind blowing down backstretch. Fast . . retarded 
time .. 


PHANTOM VENTURE—Broke in sharply. (m) Shut off at 
1-8. (p) 

WAR PHANTOM—On horses’ heels at 8th. (p) 

SHOWER BOLT—Bore out though closing very strong. (p) 

PORTHOS—tTried to run out on turn. (t) 

TOBY J—Very green, swerved from whip stretch .(t) 


ML Fave—PORTERS BLAZE—2nd hand ridden, eased when 
beaten. (t) 


2nd-— 

REWARD ALL—Bore out around turn and stretch, lhw. (p) 
DANOFOL—Reported sore after race. (p) Hit gate. (m) 
STOCKBROKER—Pulled up lame. Stews list. (p) 

PETTA LEFTA—Broke in air at start. (m) 

PLACID POLLY—Hit gate. (m) 


ML Fave—SHASTA TURBAN—Shuffled back after break 


3rd— 

JOSAFAT—Hit gate. (m). Bled. (p). Taken up at 3-4, be- 
tween horses (p) 

SHASTA TURBAN—Hit gate. (m). Badly battered in bumping 
match. (m) 

PARATROOPER—Close quarters, jam. first 8th. (p) 

EAGLE HAWK—Jammed first part (m), then tried to run 
out. (p) 


MY Fave—SHASTA TURBAN—Shuffled back aiter break 


cost horse all chance. (t). 


4th— 

SIR WHITE—Bothered by Sha Bar when latter rider whipped 
lh. (p) 

JUST LADY—Bore out around turn. (p) 

TOPPUM—Bothered by Just Lady leaving 3-8. (p) 

ML Fave—SIR WHITE—Shuffled back, outrun, hard urging. 
2nd. 

5th— 

SEA SPRAY-—-Stumbled and knuckled over at the break. (m) 
Propped at 3-16 (p) 

BAZOOKA—Broke slow. (p) 

ML fave—SEA SPRAY—Knuckled over, laid 3rd, mild hand 
ride, LH whip lightly. (t) 


6th 

GOLDEN COUNT—Trying to bear out all way. Boy could not 
do justice. (p-t) 

PATCH UP—Jostled near wire in tight quarters. (t) 

MANTELITE—Raced very wide first turn. (p) 

PICOTEE—Stumbled at start. (m) 

CAPT ABSOLUTE—Outbroke rider. (m) 

ML Fave—SUPER VALLEY—Best and very well ridden (t) 
Won. 

7th— 

IBROX—Had to ease back and around horses at 5-8. (p) 

ENDED—In close quarters leaving 3-8, on inside 2 horses. (t) 

STIMSUN—Rider raised up going to 3-8, in tight. (t) 

ML Fave—BAR WILLIE—Hustled, then rider set still as hole 
failed to open, whipped. Photo for 2nd. 


8th— 

TILTING—Raced very sore. (p) 

ROYAL SQUADRON—Lugging out. (t) 

ML Fave—Reward Me—Outrun badly first’ part, in last 
place, made up much ground belated. as usual. 4th. 
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1947 
Beaumont Farm 


t 
| *Pharamond II 
| Alcibiades { Supre™us BOOK FULL 


*Regal an 


Dark bay, 1935. Also 1948 


Menow was the best 2-year-old of his year, winning the Futurity. He developed tendon trouble that fall, but 
raced on a part of the year at 3, winning the Withers and Massachusetts Handicap for a total of $140,100. 

In addition to siring an abundance of speed, Menow has gotten some of our better stayers such as Askmenow 
| (American Derby, 1% miles), Trymenow (Exterminator H., 2 miles and 70 yards), Megogo (Pimlico Cup, 2% miles), 
| Vienna (Alabama Stakes, 1% miles), Letmenow (Grayson Stakes, 1% miles). 


A A M BOOK FULL 


Brown, 1925. Also 1948 
(Property of Beauside Stud, Inc.) 
*Pharamond II won the Middle Park Stakes and was top of the two-year-old Free Handicap in England. 


The best of his get, for the most part, have been middle distance performers, although By Jimminy won Ameri- 
can Derby (1% miles), Menow won Massachusetts Handicap (1% miles), Creole Maid won Coaching Club American 
Oaks (1% miles), Royal Nap won Washington Park Handicap (1% miles), Whopper won San Juan Capistrano (1% 
miles). 


Sire of Cosmic Bomb, one of the top 2-year-olds of 1946. 


*Sir Gallahad { $1,000 
Ommiad { *Omar Khayyam BETURE 
*Sunstep BOOK FULL 
Bay, 1934. 
(Property of Hal Price Headley and Jay D. Weil) 


Sir Damion was bothered with tendon trouble throughout his racing career, but had enough class after being 
patched up as a five-year-old to win the Dixie Handicap, finish second in the Widener Handicap, and run % of a mile 
at Hialeah in 1:23. 

At the outset of his stud career he did not get many mares and few fashionably bred ones, but from his 1946 
crop of 3-year-olds he got GALLA DAMION (San Felipe Stakes), PELLICLE (Sanford, Breeders’ Futurity, Hibiscus 
Stakes, Louisiana Derby, Providence S., Keeneland Special), LITTLE NIP (Hawthorne Juvenile Handicap), WITCH 
SIR (Equipoise Mile, Stars and Stripes H.), and other good winners. 


Blue { $1,000 
Gals Bolle... { *Sir Gallahad III 
Bel Tempo BOOK FULL 
) Brown, 1943. 


(Property of Dr. Eslie Asbury and Hal Price Headley) 


Revoked was one of the best 2-year-olds of his year, winning three of his six starts, including the Washington Park 
Futurity and about $70,000. He never finished worse than third at 2, and was beaten only when carrying top weight. 


Return, as used above, means return privilege is allowed only for the year 1948 
if mare does not have a live foal, from service in 1947, that can stand up alone and 
nurse. Sheuld the stallion be sold, die, or be unfit for service in 1948 money will H AL PRICE HE ADLEY 
st be refunded. Breeding season to close and fees to be paid July 1, 1947. The physical 
condition of any mare is subject to approval by me. 


{ Lexington, Ky. 
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13 Starters 
12 Winners 


Yellow Tulip’s 
only non-winner 
was beaten in a 
photo finish in 
his last start. 


Yellow Tulip. 


Ch., 1934, y! Jean Valjean—Yellow Blossom, by Luke McLuke 
(Property of Bomar Stables and Jack Welch) 


Yellow Tulip, a stakes winner, 


beat Reaping Reward, Burning 
Star, Miss Dolphin, etc. 
DUNTREATH FARM 
Inquiries to Jack Welch 
Paris Pike Phone 1619R 


Lexington, Ky. 


Fee $250—live foal, due when foal is 
born, with the proviso that “winners 
guaranteed or money refunded if the 
breeder races his own foals and they 
fail to win in first eight starts.” 
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CONTRADICTION 


(Property of King Ranch) 


CONTRADICTION .... 
B., 1939 


Vice Versa .... 


(‘Sir Gallahad \*Teddy 
\Plucky Liege 
*Starflight __ sSunstar 
) Angelic 
*Polymelian _ \Polymelus 
|*Pasquita 
Sweet __...,, ‘Sweep 


\Nelle Yorke 


One of Leading 2-year-olde of 1941 


Contradiction was placed third 


Experimental Free Handicap of 1941. 


to Alsab and Shut Out on the 
He won four races, in- 


cluding the Old Colony Stakes and Pimlico Futurity, in which he 
beat Devil Diver, Chiquita Mia, and Shut Out. Contradiction won 


$57,000. 


NSCO, the sire of Contradiction, 

was one of the most prepotent sons 
of *Sir Gallahad III. Though limited 
to only a few crops, he placed among 
the leading sires four times. Insco 
is the grandsire of Faultless, Happy 
Issue, With Pleasure, Historian, etc. 


Mrs. W. Plunket Stewart 
Unionville, Chester Co., Penn. 


ICE VERSA, the dam of Con- 

tradiction, produced four foals— 
four winners. She was a winner 
herself. The second dam did not 
race, produced three foals—and all 
winners. The third dam, Nelle 
Yorke, by Uncle, won $10, 737, was 
dam and grandam of many other 
good winners. 


Is standing 1947 season at 


The Plains, Virginia 
Address 


or Albert Burrows 
The Plains, Va. 


discarded and their place taken by three 
field judges, plus a motion picture cam- 
era mounted on a tower in the infield. The 
camera is equipped with three lenses, 
which can be interchanged rapidly, so that 
distortion can be avoided as the distance 
from camera to horses varies during the 
course of a race. 

The field judges are in a better position 
than formerly to observe every move, and 
the centerfield camera is credited with tak- 
ing the best pictures racing has ever had. 
Without the Performance Observers, more 
stress naturally is placed upon the findings 
of the camera, and Cassidy is of the opin- 
ion it has increased the general effective- 
ness of the PAD. 

At first, San Francisco’s uninhibited 
sports writers were either openly hostile 
or quietly scornful (depending upon the 
degree of their uninhibitiveness) towards 
the PAD. But they soon recognized that 
the PAD handed them facts to replace 
what formerly had been guesswork or 
opinion. Unquestionably, the PAD is a 
hoon to newspaper handicappers, but more 
than that it is of immense value in the 
hands of a fearless steward. It might also, 
in certain instances, be a great aid to 
Spencer Drayton, and it would not be sur- 
prising if one of these days it became 
standard equipment at all TRA tracks. 


Not Shackled by Custom 


In his position as presiding steward at 
Tanforan, Cassidy has not been bound by 
tradition. His viewpoint is completely 
fresh, and because a problem was handled 
in one way for 70-odd years does not mean 
that he must apply the same standard 
treatment. For example, several jockeys 
have been fined or suspended at Tan- 
foran for riding infractions. After each 
instance, Cassidy, after studying the PAD, 
summoned every jockey on the grounds 
inte the motion picture lab room and had 
films of the race run off. He pointed out 
what had happened, what might have been 
the result, how it could have been avoided 
and then announced his decision. In every 
case, the jockeys backed him up. Bert 
Thompson, western representative of the 
Jockeys’ Guild, was so pleased he wrote 
a letter commending Cassidy for his forth- 
right policy. 

The result has been that Tanforan is 
enjoying a most formful meeting. Attend- 
ance is setting a new record for northern 
California, and despite all its other trou- 
bles, the ancient track may well establish 
a new pari-mutuel wagering record for 
San Francisco. 


Hollywood Park’s Problems: 


Cassidy, as reported previously in these 
columns, will serve as presiding steward 
when the racing scene moves to Holly- 
wood Park on May 24. What new changes 
the Performance Analysis Department will 
undergo then has not been determined, but 
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THE STAKES RUN HICH 


Buying yearlings is a fascinating game. The stakes run high with the g “’ 
winning pot a Derby winner or a first-class filly. Out of the 1945 Keene- Another Chance 
land Sales came the Derby winner Jet Pilot, a $40,000 yearling. Out of the Vids thediemvel Me 
same sale, but this time for $4,700, came Miss Kimo, one of the leading Kimo, stands at Her- 
2-year-old fillies of last year. She is pictured above. mitage Farm along 
with the young Blue 
Miss Kimo, winner of $68,315 in 1946, was consigned to the 1945 Keene- Larkspur stallion 
land sales by Hermitage Farm. She was not glamorous; on the contrary, Broke Even. Yearlings 
: ‘ by Hash will be in the 
this daughter of Hash was rather plain. However, she was very strongly Hedtene: Piews.com 
made—strength to give actual weight to the colts and beat them. Her 1946 signment to the Keene- 
stakes victories included the Rosedale, Polly Drummond, Pollyanna, Ran- land Summer Sales in 

cocas, and King Neptune Stakes. ‘ton a 


HERMITAGE FARM 


Incorporated 
Warner L. Jones, Jr. 
Goshen, Ky. 
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French Yearlings 
For Sale 


Six well-grown yearlings, three 
colts and three fillies, by ASTRO- 
PHEL (by ASTERUS), FAIR 
COPY (by FAIRWAY), FAST- 
NET (by PHAROS), and JOCK 
(by ASTERUS). 


Were bred at the Haras de 
Varaville out of mares by INDUS 
(by ALCANTARA II), VICTRIX 
(by KANTAR), CAMERONIAN 
(by PHAROS), SULTAN MA- 
HOMED (by MASSINE), PON- 
DOLAND (by POMMERN), and 
ARTIST’S PROOF (by GAINS- 
BOROUGH). 


They represent the best crosses 
of English and French blood, from 
the good maternal lines, Nos. One, 
Four, Fourteen and Sixteen. 


Write to: 


MR. CLEMENT HOBSON 


Chateau de Varaville 
Bavent (Calvados), France 


For sprains 
bruises 
soreness... there's nothing like 
THOROUGHBRED 
ABSORBENT LINIMENT! 


Here’s the liniment that helps keep in 
trim many of the country’s famous 
horses. A favorite at track and stable 
for years—to speed up relief from wind 
puffs, windgalls, enlarged tendons, 
boggy hocks, sore joints and muscles. 
Does notblister. Trainers, breeders say 
it’s the most effective liniment they’ve 
ever used. A “‘stable-mate” of Thor- 
oughbred Strongylezine for worms. 


$2 a bottle from your dealer, 
or, if he can’t supply you, by 

mail, postpaid. P. 0. Box 
22-Q, Lima. Pa. 


REMEDY COMPANY 
LIMA, PA 
Complete Line of Veterinary Remedies 


Leg Paint, Liniment, etc. 


Thoroughbreds Standardbreds 


for racing or the stud 


BOUGHT SOLD 
SHIPPED ANYWHERE 


through the agency of 


FASIG-TIPTON COMPANY 


604 Fifth Ave. New York, N. Y. 
English representative: 
Hailey’s Bloodstock Agency 
Saratoga Springs, Y., each August. 
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this much is certain—the patrol judges 
have won themselves a place on the first 
team. 

At the moment, Mackenzie is debating 
the advisability of encroaching on the do- 
main that has been set aside for the flora 
and fauna of the infield and erecting a mo- 
tion picture tower there. The problem is 
strictly an artistic one. Hollywood Park 
is justly proud of its picturesque infield, 
and does not wish to spoil the effect. 


The 16 Articles— 


There are other problems, too, and at 
least two of them are a little more serious. 

To Hollywood Park will go the rather 
dubious honor of being the first track on 
the West Coast to operate under the TRA’s 
new Code of Standards. This will mean, 
of course, that no awards will be paid to 
grooms and exercise boys, and while noth- 
ing may come of it, no one has yet issued 
a statement saying that something will or 
something won't. For their part, the direc- 
tors of Hollywood Park are bound by the 
TRA’s Code of Standards. Mackenzie 
was one of those who helped frame the 
famous 16 articles, and was the one who 
wisely insisted that they be called a Code 
of Standards rather than a code of ethics. 


—and Enough Good Horses 


Hollywood Park’s other problem, and 
it is a pressing one, indeed, is in obtain- 
ing enough high-class horses to fit an out- 
standing program that will offer $600,000 
in 16 stakes. Operating during the sum- 
mer months, the track is at a disadvantage 
in competing with courses along the At- 
lantic seaboard, where a trainer can ship 
his stakes stars from one track to another 
without delay. 

John R. Maluvius, Hollywood Park’s ca- 
pable young racing secretary, has counted 
noses and come up with 250 Thorough- 
breds which raced last winter at Santa 
Anita and will be in action elsewhere 
when the Inglewood season opens. Among 
them will be the horses owned by Norman 
W. Church and Harry M. Warner, and this 
will be the first season of racing in Los 
Angeles they have missed. When we lose 
two such sportsmen as these, it is cause 
for considerable concern. 

For many years, Church has cam- 
paigned one of the finest stables in the 
West. He has been a regular bidder at 
the yearling sales, and after the colts had 
been tried by Trainer E. L. (Woody) Fitz- 
gerald, a thorough horseman, they were 
weeded out if they could not hold their 
own in high-class company. Both the 
Church and Warner stables are now in 
New York, and if they plan to return they 
have not informed Hollywood Park of it. 


Advice to Horsebackers 


To replace them, and to add a few new 
figures and names to West Coast racing, 
Maluvius is giving stable room to some 70 


newcomers from Mexico City. The most 
sensational successes last summer at In. 
glewood were scored by a stable of run. 
ners from south of the border trained by 
“Buster” Millerick. 

Millerick was in the headlines again 
the other day. He was saddling a plater 
named Royal Fizz at Tanforan. and as he 
lifted Ralph Neves into the saddle, he gave 
him these instructions: 

“Go to the front and take the horse with 
you.” 

P. S.—Royal Fizz won. 


{ Fair Play by Hastings 
ahubah by *Rock Sand 
HEAD PLAY — 1930) 
J King Gorin by Transvaal 
Pimenta by *Light Brigade 
TOLA ROSE (Bay horse, 1937) 
{ Flying Fox by Orme 
aya \ Airs and Graces by Ayrshire 
JUNE ROSE (Bay, 1916) 
*Pietra f Pietermaritzburg by St. Simon 
| Briar-root by Springfield 


TOLA ROSE 


(Property of A. J. Sackett) 


OUT OF JUNE ROSE—Dam of 3 
stakes winners (Primrose, Brown 
Bud, and Tola Rose) and 8 other win- 
ners, including Vantryst (29 wins). 
Nine of her 11 winners won at 2. Six 
of her seven filly foals are producers. 


BY HEAD PLAY—Winner Preakness, 
Suburban, etc., and $109,315. He is 
the sire of scores of outstanding win- 
ners. In 1944 alone, his sons and 
daughters won 109 races, were second 
in 90. Both Head Play and Tola 
Rose possess the Fair Play staying 
quality. 


1947 FEE $500—LIVE FOAL 


Standing At 


HARTLAND FARM 


HORATIO MASON, Manager 
Hernando Building Lexington, Ky. 


Exclusive Distributors 


DERWOOD CRUNCH 
IN KENTUCKY 
VAN METER-TERRELL FEED CO. 
(Lawrence Brewer & Son, owners) 
610-620 W. Third St., Lexington, Ky. 
Phones 87 or 360 


HORSE INSURANCE 
A SPECIALTY 


JAMES CLAY WARD 
Box 294 Paris, Kentucky 


BOYD JEFFERS 
Doctor of Veterinary Medicine 

Phone 6241-R Lexington 
| wane Versailles Pike Kentucky 
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ALORTER 


s {Ben Brush 


The Porter__ 
Ballet Girl____ / St. Leonards 


ALORTER 
B., 1941 
*Sun Briar____ | Sunaridage | 
Sun Bijur___ | *Sweet Briar 2nd 


{Friar Roc 


dy Bijur__-. 
| Dreaming 


Son of The Porter 
Grom a stakes family 


Defeated the best of his year 


Alorter was one of the top 2-year-olds in 1943. He won the Joliet Stakes, Primer Stakes, Washington Park Juve- 


nile Stakes in the West, defeating at one time or the other the leaders in his division around Chicago. 
third in the Arlington Futurity and the Hyde Park Stakes. 


occurred in the Cowdin Stakes. Alorter was the winner. 


He also finished 
The first meeting of the leaders from the West and East 


Alorter is one of the last stakes winning sons of the great sire, The Porter, sire of winners of over $2,500,000. His 


first two dams produced stakes winners. 


The third dam was sister to a stakes winner and dams of many good stakes 


winners. The fourth dam was the famous “Fair Vision. (Property of A. C. Ernst and Thomas Piatt.) 


$300—LIVE FOAL 


GOOD GOODS 


B. h., 1931, by Neddie—*Brocatelle, by Radium. 

75% of Good Goods’ starters are winners. They win 
at sprints and up to two miles and not just in one season 
but win repeatedly. Good Goods is the sire of Alsab, the 
top 2- and 3-year-old of his crop, Broadcloth (winner of 
the Kentucky Derby Trial Stakes and second in the Ken- 
tucky Derby), and eighteen winners in three or more sea- 
sons. Good Goods is the sire of the 1946 2-year-old win- 
ners Good Mac (5 wins), Dell Maid (2 wins), Cellophane 
(2 wins), Waterproof, and Good Joan. (Property of Brook- 
meade Stable and Thomas Piatt). 


FEE $250—LIVE FOAL 
CHANCE SUN 


Br. h., 1932, by Chance Shot—Sunaibi, by *Sun Briar 


The get of Chance Sun have made a remarkable rec- 
ord for soundness. From 106 named foals by Chance Sun 
—a total of 103 have started. Practically 100% starters. 
In 1946 Chance Sun’s starters averaged 14.4 starts each. 
Chance Sun is the sire of 69 winners of $618,309, including 
the stakes winners Bold Chance, Stinging Bee, and Castle- 
man, and five 2-year-old winners of 1946. 

Chance Sun won the Belmont Futurity, from Balladier, 
Psychic Bid, Rosemont, Omaha, and others, and also won 
the Grand Union Hotel Stakes. Chance Sun was the favor- 
ite for the Kentucky Derby in 1935, but went wrong in 
training, and could not be brought to his best form again. 
(Property of Elmendorf Farm and Thomas Piatt). 


FEE $250—LIVE FOAL 
TRANSMUTE 


Ch. h., 1921, by Broomstick—*Traverse, by Tracery. 
$500—LIVE FOAL—BOOK FULL 


Saturday, May 10, 1947 


XALAPA CLOWN 


Blk. h., 1936, by Eternal—Loma Linda, by My Play. 

Xalapa Clown was undefeated at two, winning three 
races, including the Ardsley Handicap. Xalapa Clown has 
sired 11 starters through 1946, of which eight have won 
and two have placed. Is the sire of Marie J. (6 wins), 
Chicle Clown (1 mile 70 yds. in 1:4145, new record at Gulf- 
stream Park), Brown Clown (3 wins), Centre Ring (4 
wins), and Gotham and Parklyn (both winners of 3 races 
at 2, 1946), and Scipio at 2, 1947. Property of Mrs. E. F. 


Simms. 
FEE $250—LIVE FOAL 


Special Terms to Approved Mares. 


MAEDIC 
Br. h., 1934, by Bostonian—Little Fire, by Campfire. 


_ Maedic is the sire of an unusually high proportion of 
winners from starters—80% of his starters have won. 
Maedic is the sire of the stakes winner Juke Box and of 
the stakes horses Kendor, Cid Play, and others. The get 
of Maedic are sound horses—from his crop of 1941—13 of 
his 18 foals were racing in 1946. Maedic was the 2-year- 
old sensation of his year when he won five stakes at Sara- 
toga consecutively—Flash, Saratoga Sales, Sanford, Grand 
Union, and Hopeful Stakes. 


FEE $250—LIVE FOAL 


Apply To 
THOMAS PIATT 
BROOKDALE FARM 


PHONE 8292 SPURR PIKE 
LEXINGTON, KY. 
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STAKES AND HORSES 
(Continued from page 304) 


by winning a five-furlong maiden race by 
nine lengths, over a muddy track. He 
was in front all the way. This was at 12 
noon, and he was done up quickly after 
the race and put away, because bigger 
things were scheduled for 4:45 that after- 
noon. 

Bigger things did happen, but the hero 
was Assault. not Lord Boswell, Knock- 
down, or Perfect Bahram. constituting the 
Maine Chance entry. Yet Jet Pilot was 
something of a figure at the Downs, be- 
cause on May 2. two days before the Der- 
by. fire had destroyed the Maine Chance 
barn at Arlington Park, burning up 22 
other 2-year-olds and a 3-year-old. Jet 
Pilot and the filly War Fan had been sent 
to Churchill Downs and so escaped. As 
an unraced and undistinguished member 
of the stable, Jet Pilot was referred to in 
news stories of the fire as Jet Plane. This 
year everybody knows his right name. 

As he had last year at the same track, 
over the same kind of footing, and before 
the same roaring crowd, Jet Pilot came 
out of the gate on his toes. The start 
was quite good; each horse in the field of 
13 got off well. Guerin, right hand grip- 
ping his bat so he could wave it past the 
colt’s head, was balanced for the start, 
within two jumps had Jet Pilot headed for 
the inside, about six feet from the rail. 

The jockey knew what he was to do: 
Steady his mount along in front, use him 


as economically as possible while outfoot- 
ing early challengers, outlasting latecom- 
ers. The plan was simple, the execution 
flawless. In front of the stands the first 
time around, Jet Pilot led by a length, On 
Trust was second. Double Jay was third 
on the inside, Cosmic Bomb was fourth 
on the rail, Star Reward was fifth. When 
the field bounded around the first turn it 
had shaken down into two distinct di- 
visions. Jet Pilot led by 1% lengths, un- 
der easy restraint, On Trust was a col- 
lected second, Double Jay was on the in- 
side. a head behind the California colt. 
The second group was headed by Cosmic 
Bomb, with Star Reward and Faultless 
close up. 

Nothing had moved up to Jet Pilot to 
make him let go or get going. They were 
standing by, it seemed, waiting for him to 
come back to them—waiting, in all likeli- 
hood, for Faultless and Phalanx to make 
their moves. As those two went, the sup- 
position was, so would the Derby go. 


On the back stretch, with a long half- 
mile to go, Johnny Longden had lapped 
On Trust on the leader, and the others 
had begun to close in. Cosmic Bomb was 
running strongly, perhaps a length behind 
On Trust; Double Jay was still in conten- 
tion, though he was shortening stride; Star 
Reward and Faultless were placed strate- 
gically; and Eddie Arcaro, shooting for 
a fourth Derby victory. was ninth on the 
outside with Phalanx, the favorite. Guerin 


. 


was crouched along Jet Pilot’s neck, hold. 
ing snugly to reins and whip. 

Within the next quarter-mile the whip 
began to wave. as Longden, who had been 
sitting easily on On Trust, leaned forward 
in the saddle and began to urge his mount. 
At this stage he had to think not only of 
catching Jet Pilot, which still was leading 
by a length, but he was concerned over 
Star Reward. which Steve Brooks had sent 
up on the rail past Cosmic Bomb. And it 
was about time for Phalanx and Faultless 
to explode. A stubborn charge also might 
be expected from Riskolater, as the Circle 
M colt had demonstrated in the Blue Grass 
Stakes. and from Bullet Proof, which had 
run over the Chesapeake field a week be. 
fore, and from Stepfather and W L Sickle, 
the other Californians. It was time to 
move. 

So the rush began. It was staged by 
only two horses, but they were the two 
that Longden and Guerin had been wait- 
ing for. The two most dangerous. While 
Doug Dodson had taken Faultless a little 
to the outside and had been satisfied to 
inch toward the leaders in preparation for 
a surge down the stretch, Arcaro had 
brought Phalanx from farther back and 
had taken aim at the devil red Calumet 
Farm silks. As Faultless moved, so would 
Phalanx, but faster. 

But as Faultless and Phalanx moved, so 
did Jet Pilot. His pace down the home 
lane was nothing spectacular, for he was 
a tired horse, but he was a game horse, 
and as be yielded his advantage by inches. 
he gained on the wire by yards. 

Throughout the last sixteenth it lay 
among these three. California’s On Trust 
made an obdurate fourth, but he had not 
quite the staying power of Jet Pilot nor 
the late speed of the others. Past the yel- 
low pole marking the Derby’s summit Jet 
Pilot thrust his flaring nostrils, Guerin 
waved his whip. A head behind was Pha- 
lanx, a head behind him was Faultless. 


No. 25 of a Series 


The time of 2:0645 for the 114 miles 
was a fifth slower than Assault’s over a 
muddy track last year. In 1945, when un- 
favorable footing also prevailed, Hoop, Jr. 
made it in 2:07. Pensive, winner in 1944 
over a good track, was timed in 2:041;. 
The 73rd Derby was the 32nd run over 
other than a fast track. The fractional 
time—:1215, :24. :36, :49, 1:0125. 1:14%. 
1:2715. 1:4025. 1:53, 2:0645. The quar- 
ters were run as follows— :24. :25, :25%5. 
:26. :2625. The furlongs—:1215, :1145. 
212, :13, :1224, :13, :1244, :1314, :1236, 
71345. It was the twenty-fifth Derby to 
be won by a horse which took the lead at 


While Trainer Ben Jones was in Kentucky preparing Calumet Farm’s Faultless the start, and was the first in which a 
4 for the Derby, his son Jimmy had another division of the stable at Pimlico, where PEP Camera was used to determine the winner. 
pe WELL won the six-furlong Baltimore Spring Handicap on April 29, opening day of the though a dozen or more horses have won 


Ser meeting. Pep Well is a 4-year-old brown colt by *Boswell—Some Pep, by Stimulus. by a neck or less. 
re Calumet’s 3-year-old filly In the Pink won the Anna Marrone 2nd Purse, the race pre- Jet Pilot was foaled March 29, 1944, at 
: ceding the Spring Handicap. (Pimlico photo.) A. B. Hancock’s Claiborne Stud, Paris, 
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Kentucky Derby Winner 
JET PILOT 


SOLD IN KEENELAND SUMMER SALES 1945 


1945 Kentucky Derby Winner 
HOOP JR. 


SOLD IN KEENELAND SUMMER SALES 1943 


HAMPDEN, THIRD IN 1946 DERBY, WAS SOLD IN KEENELAND 
SUMMER SALES AND BEATEN BY TWO HORSES NOT SOLD 
AS YEARLINGS. 


AT KEENELAND RACE COURSE 


Monday, July 28 Through Thursday, July 31 


Conducted by 


BREEDERS’ SALE COMPANY 


Incorporated 


400 Radio Building Lexington, Ky. 


Saturday, May 10, 1947 
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Ky. Acting for Mrs. Elizabeth N. Gra- 
ham. Leslie Combs 2nd bought him for 
$41.000 at the Keeneland Summer Sales 
of 1945. Mr. Combs had marked him ten- 
tatively as a yearling to bid on at the 
sales, had his judgment confirmed by Tom 
Smith, who approved him for conforma- 
tion and general makeup. 

At two, trained by Jimmy Smith while 
his father was under suspension, he won 
the Pimlico Nursery, National Stallion, 
and Tremont Stakes and the Pimlico Fu- 
turity, was second in the Arlington Fu- 
turity and the Commonwealth Stakes, third 
in the Futurity and Champagne Stakes. 
This year, prior to the Derby, he had won 
the Jamaica Handicap. His pedigree and 
family notes appear elsewhere in this 
issue. His race record to date: 15 starts, 
seven wins, three seconds, two thirds, 


$192,490. 


Assault Starts Off 


GREY LAG HANDICAP, Jamaica, May 3, 
$40,000 added, 3-year-olds and upward, 11, 
miles. Time, 1:4945, track fast. Stakes di- 
vision, $32,325, $8,000, $4,000 $2,000. 

128 (King Ranch) 1 
Lets Dance, 110, g., 5, *Chrysler 2nd—Danc- 
ing Reigh, by Reigh Count (Sunshine 

Coincidence, 120. g., 5, Questionnaire—Small 

World, by Halcyon (Greentree Stable) __ 3 


Others, Stymie 126, Windfields 106, Calvados 
105, Brown Mogul 111, Bright Sword 106. 
Winning jockey, Warren Mehrtens. 


Assault was foaled March 26, 1943, at 
the King Ranch in Texas. The Grey Lag 
Handicap was his first start of 1947. At 
two he won the Flash Stakes and was 
third in the Babylon Handicap. At three 
he won the Experimental Free Handicap 
No. 1, Wood Memorial, Kentucky Derby. 
Preakness, Belmont Stakes, Dwyer Stakes. 
Pimlico Special, Westchester Handicap. 
He was second in the Jersey and Roamer 
Handicaps, third in the Discovery, Man- 
hattan, and Gallant Fox Handicaps. For 
his sire, Bold Venture. he is the first stakes 
winner of the year. The Grey Lag was 
his tenth stakes win, his sixteenth stakes 
placing. 

ASSAULT, ch. c., 1943 


Swynford \John o’ Gaunt 
*St. Germans | \Canterbury 
| | Pilgrim 
| |Hamoaze Torpoint 
Bold Venture Maid of the 
h. 1933 Mist 
| Ultimus Commando 
Possible | 
| Strea 
Lida Flush |*Roy “| Flush 3rd 
\Lida H. 
aa" Pennant Peter Pan 
Equipoise | *Royal Rose 
| 
| \Swinging Broomstick 
\*Balancoire 2nd 
h. 1937 
| \*Chicle 
Incandescent Lady Hamburg 
2nd 
Masda Fair Play 
Mahubah 
King Ranch, breeder and owner; Max 
Hirsch, trainer. Family No 
Starts 1st 2nd 3rd Earned 
25 11 4 4 $473,770 


IGUAL. Unraced. 4 foals through 1944— 
EQUAL CHANCE (Chicaro). Winner. 
MASOMENOS (Equestrian). Unplaced. 
ASSAULT (Bold Venture). Stakes, above. 
ee (Bold Venture). Winner at 
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Tom Smith, left, trained the winner, 
Frank Kleeman shod him. 


INCANDESCENT. Plymouth Rock Claiming 
S. 7 foals through 1944— 
IGUAL (Equipoise). Above. 
LLANERO (*Phalaros). 18 wins. 2nd Ponce 
| de Leon H. 38rd Coral Gables H. 
— (Bim Bam). 15 wins. Tijuana Cup 


NYMPH (Boojum). Placed. 
CERNADA (Bold Venture). Unraced. 
FLASH tg (Brazado). Diamond State S. 
| 8rd Rig 


s H. 
a POINT (Equestrian). Winner at 3, 
947. 


MASDA. Leviathan Highweight, White Plains 
Highweight Hdcps. 9 named foals— 
DAZZLER (Whisk Broom 2nd). 11 wins. 
| Nassau S., Aqueduct H. Sire. 
BRILLIANT (Broomstick). 20 wins. Flint 
| Stone Memorial, Powers Memorial, Edge- 
water Gulf Hotel, Walkerville Hdcps. 
| Ak-Sar-Ben King’s Cup. Sire. 
BEAMING (Whisk Broom 2nd). Winner. 
Dam of SW’S High Glee, Chortle, Bright 
Plumage, Black Look. 
THE TARTAR (*Stefan the Great). 11 
wins. 
HIGH SIGN (*Chicle). Unraced. 
INCANDESCENT (*Chicle). Above. 
LAMPSHADE (Whichone). Unraced. Prod. 
MAEDA (Pennant). 13 wins. Huon H. Sire. 
BURNING BRIGHT (Whichone). Winner. 
Producer. 


Four For Four 


RAL 'AKES, Pimlico, May 1, 
added, 2-year- wr ry 41, furlongs. Time, 
track fast. Stakes division, $7,485, si 500, 
$750, $375. 
Saggy, 122, c.. Swing and Sway—*Chantress, 
by Hyperi ion (Stanley Sagner) 1 
Brandy Punch, 122, c., Milkman—Sea Cradle, 
by Toro 2 
Brass Band, 114, c., *Bahram—Parade Girl, 
by Display (Alfred G. Vanderbilt) __-___ 3 


Other starter, Equibit 117. Winning jockey, 
Allan Gray. Winning trainer, L. E. Ogle. 


Starts 1st 2nd 3rd Earned 

4 4 0 0 $15,305 
Saggy. one of the early sensations of 2- 
year-old racing this season, was winning 
his second stakes and his fourth victory 
in four starts. On April 30 he had won 
the Aberdeen Stakes at 414 furlongs in 
which he set a new track record and a new 
world record (though there was a dif- 
ference among clockers on this) of :5145. 
After winning his first start, a three-fur- 
long race at Gulfstream Park, by four 


lengths, he won at four furlongs at Bowie, 
scoring by a neck, and then took the Aber- 
deen by three lengths over Brandy Punch. 
For his pedigree and family notes, see 
Tue Bioop-Horse of May 3, page 269. 


Faultless’ Derby Trial 


DERBY TRIAL, Churchill Downs, April 29, 
$10,000 added, 3-year-olds, mile. Time, 
1:37%5, track fast. Stakes division, $9,075, 
$2,000, $1,000, $500. 

Faultless, 118, c., by Bull Lea—Unerring, by 

Star Reward, 110, c.. by Reaping Reward— 

Far Star, by *North Star 3rd (Dixiana) 2 
Cosmic Bomb, 118, c., by *Pharamond 2nd— 

eg Fear, by Blue Larkspur (William 

os) .... 


Others, Stepfather 118, 
John’s Pride 1131s. 


Double Jay 119, 
Winning Doug 


Dodson. Winning ‘trainer, Ben A. Jones. 
Starts 1st 2nd 3rd Earned 
15 8 2 1 $89,715 


In the Derby Trial, Faultless won his 
sixth race and third stakes of the year. 
He had been victorious in the Flamingo 
Stakes at Hialeah Park and the Blue 
Grass Stakes at Keeneland. For his pedi- 
gree and family particulars, see Tue 
Bioop-HorseE of March 8, page 738. 


Mr. Chairman’s Second Stakes 


HANDICAP, Suffolk 
Downs, May 3, $10,000 added, 3-year-olds and 
upward, 1 mile and 70 yards. Time, 1:4635, 
track peers. Stakes division, $9,500, $1, 500, 
$1,000, $500 


Mr. Chairman, 10814, c., 4, Nedayr—Risky 
Reigh, by Sun Circle (Reynolds Brothers) 1 
Laboulaye, 109, c., 4, Sweeping Li a. 
bor Day, by Display (Highland Stable) 
Ma ellan, 111, 6, Discovery—Invoke, a 
eddy. (Cherry 3 


Others, Agrarian-U 118, Linwood Jim 108, 
Winsome Lad 105, Apropiado 11 Winning 
jockey, Harold Keene. Winning trainer, 
Clyde Locklear. 


Starts 1st 2nd 3rd Earned 
26 7 5 7 $35,211 
The Commonwealth Handicap was Mr. 
Chairman’s second stakes victory and fifth 
stakes placing. A week previously he had 
been placed first in Suffolk Downs’ Gover- 
nors Handicap through the disqualifica- 
tion of Laboulaye, which was moved back 
to third. Mr. Chairman was named for 
Harold Galloway, owner of the De Soto 
Hotel at Hot Springs, Ark. For the colt’s 
pedigree and family particulars see THE 
Bioop-HorseE of May 3. page 269. 


An Oaks to Blue Grass 


ENTUCKY OAKS, Churchill Downs, May 

2, aS 380 added, 3-year-old fillies, 1. 1/16 
miles. Time, 1:51%5, track muddy. Stakes 
division, $21,680, $5,000, $2,500, $1,000. 
Blue Grass, 116 (A. B. Hancock, Jr.) __---- 
Cosmic Missile, 121, 3, Roman—Misty Isle, 

by *Sickle (Circle 
Mother, 116, 3, *Mahmoud—Fuss Budget, by 

*St. Germans (C. V. Whitney) --_-_------ 3 

Others, Happiness 109, Springtime 116, Mel 
Van Orman 116, Check Please 116, Sistayr 
116, Hipparete 118. A. B. Hancock, Jr., entry. 
Blue Grass and Springtide. Hal Price Head- 
ley and Mrs. H Judy, Jr., entry, Check 
Please and Hipparete. Winning jockey, John 
Longden. 


Blue Grass was foaled February 24, 
1944, at A. B. Hancock’s Claiborne Stud. 
Paris, Ky. When Marshall Field retired 
from racing and breeding the following 
vear, Camelot. dam of Blue Grass. was 
sold to Nydrie Stud at the Lexington Fall 
Sales for $23,000, and her weanling colt 
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by *Jacopo went to C. C. Tanner for $8,- 
600. At two Blue Grass won the Debu- 
tante Stakes at the Churchill Downs spring 
meeting and was third to War Fan and 
Ballarita in the first division of the Polly- 
anna Stakes at Arlington Park. She is 
the first stakes winner of the year for Blue 
Larkspur. 


BLUE GRASS, b. f., 1944 


{Black |Peter Pan 
Black Servant; Toney |Belgravia 
| | 
\*Padula |Laveno 
Blue Larkspur |Padua 
B. 1926 


| *North Star |Sunstar 
Blossom Time} 8rd 


|Angelic 
| 
|*Vaila |Fairman 
|Padilla 
|\*Teddy |Ajax 
*Sir | ‘Rondeau 
| 3r 
| |Plucky ‘Spearmint 
Camelot Liege |\Concertina 
B. 1935 
|\Gay |Bayardo 
*Cross of Gold | Crusader (Gay Laura 
*Golden {Golden Sun 
Corn |\Corn Cockle 


Marshall Field, breeder; A. B. Hancock, Jr., 
owner; William Crump, trainer. Family No. 4. 


Starts 1st 2nd 3rd Earned 
8 3 0 2 $37,405 


CAMELOT. Winner at 2. 3 foals through 
1944— 


PAMELA C. (Stimulus). Winner. 2nd Vis- 
| ecaya, Rosedale, Astoria, Rancocas (2nd 
| div.) Stks. 

ALSTIMU (Stimulus). Winner at 3, 1946. 
— GRASS (Blue Larkspur). Stakes, 
above. 


fence by Bert Morgan. 


*CROSS OF GOLD. Unplaced. 7 foals— 
SARSITA (General Lee). 19 wins. 
SALADIN (*Sir Gallahad 3rd). Wnhr. Sire. 
VERMOUTH (Stimulus). Winner. Prod. 
CHARING CROSS (*Sir Gallahad 3rd). 
| Winner. 2nd Withers S._ Sire. 
CAMELOT (*Sir Gallahad 8rd). Aobve. 
BARNET (Stimulus). Winner. 
MOOSEHEAD (*Sir Gallahad 3rd). Un- 
| raced. Sire. 


*GOLDEN CORN. Winner in England. Cham- 
pagne, Rous Memorial, Middle Park, Ful- 
borne Stks. 4 foals— 

CAUMSETT (Bachelor’s Double). Unplaced. 

*CROSS OF GOLD (Gay Crusader). Above. 

*ARGONAUT (Tetratema). Winner. 

CORN BELT (Son-in-Law). Winner. John 
Porter 5S. Oadby Breeders Plate. 


Double Header 


RENNERT HANDICAP (first division), 
Pimlico, April 29, $7,500 added, 3-year-olds, 6 
furlongs. Time, 1:1235, track fast. Stakes 
division, $6,205, $1,500, $750, $375. 

Big Story, 112 (Mrs. E. H. Augustus) —____- 1 
Repand, 118, c., by Johnstown—Trina, by 

*Sickle (Sylvester W. Labrot, Jr.) 
Send Off, 110, c., by *Quatre Bras 2nd—Tod- 

dle On, by Bud Lerner (Mrs. E. Trueman) 3 

Others, I'll Be 110, Trenton 110, Laran 114, 
Eagle Eye 114. Winning jockey, Al Snider. 


Second division, Pimlico, April 29. Time, 
1:12%5, track fast. Stakes division, $6,055, 
$1,500, $750, $375. 

Mityme, 116 (Cedar Farm) 
El Mono, 111, c.. Head Play—Hand Organ, 

by *Strolling Player (A. J. Sackett) ---__ 2 
Pad lock, 114, c., *Blenheim 2nd—Four 

Eleven, by Haste (Calumet Farm) __---__ 


Others, Golden Bull 116, Aristos 116, Milk 
Pact 114. Winning jockey, Carson Kirk. 

Big Story was foaled March 7, 1944, at 
Walter J. Salmon’s Mereworth Farm, Lex- 
ington. In the Keeneland Summer Sales 
of 1945 he was sold to Mrs. E. H. Augus- 
tus, his present owner, for $4,500. At two 


The Maryland Hunt Cup trophy was retired permanently on April 26 when Stuart S. Janney, Jr. and the 13-year-old 
Winton (No. 2) won their third victory over the 22-fence course in the Worthington Valley near Baltimore. 

In 1942 and 1946 Winton and his owner won the My Lady’s Manor, Grand National, and Maryland Hunt Cup events 
to score slams in the principal cross-country races on the spring calendar. This year they won the My Lady’s Manor and 
were second in the Grand National prior to winning the Hunt Cup. 

At the finish of the Hunt Cup, Winton was ten lengths in front of John Strawbridge’s Bungtown. Miss Laura Frank- 
lin’s Roxspur was the only other one of seven starters to complete the course. The photo above was made at the second 


last year he won two races, placed three 
other times in five starts, earned $4,165. 
The Rennert Handicap was his first stakes 
win, his first stakes placing. He is the 
eighth stakes winner for his sire, *Hairan, 
which stands at Mereworth Farm; the 
others are Checkerhall, Sammy Angott, 
Widow's Peak, Mel Eppley, Miss USO, 
Old Faithful, and Queen Hairan. Queen 
Hairan won the first division of the Debu- 
tante Stakes at the Fair Grounds this year. 

All or Nothing, a full brother to Big 
Story, was bought at the Keeneland Sum- 
mer Sales last year by Dave Ferguson for 
$5,000. He has won this year. Big Story’s 
dam, Lotta Bull. foaled a chestnut filly by 
*Heliopolis at Mereworth Farm this year. 

BIG STORY, ch. c., 1944 


|Phalaris |Polymelus 
|Bromus 
| \Scapa Flow |Chaucer 
*Hairan |Anchora 
B. 1932 
| |Louvois \Isinglass 
Harpsichord | |St. Louvaine 
\*Golden |Llangibby 
Harp 'Goldscleugh 
\*Teddy |Ajax 
*Bull Dog 
| \Plucky {Spearmint 
Lotta Bull Liege \Concertina 
B. 1936 ; 
| Pennant |Peter Pan 
Fleeting | |*Royal Rose 
Moments 


| 
‘Idle Hour |Hamburg 
|Matinee 
Mereworth Farm, breeder; Mrs. E. H. Au- 
owner; J. Radney, trainer. Family 
o. 4. 


Saturday, May 10, 1947 
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Ky. Acting for Mrs. Elizabeth N. Gra- 
ham. Leslie Combs 2nd bought him for 
$41.000 at the Keeneland Summer Sales 
of 1945. Mr. Combs had marked him ten- 
tatively as a yearling to bid on at the 
sales, had his judgment confirmed by Tom 
Smith, who approved him for conforma- 
tion and general makeup. 

At two, trained by Jimmy Smith while 
his father was under suspension, he won 
the Pimlico Nursery, National Stallion. 
and Tremont Stakes and the Pimlico Fu- 
turity, was second in the Arlington Fu- 
turity and the Commonwealth Stakes. third 
in the Futurity and Champagne Stakes. 
This year, prior to the Derby. he had won 
the Jamaica Handicap. His pedigree and 
family notes appear elsewhere in_ this 
issue. His race record to date: 15 starts. 
seven wins, three seconds, two thirds, 


$192,490. 


Assault Starts Off 


GREY LAG HANDICAP, Jamaica, May 3, 
$40,000 added, 3-year-olds and upward, 11, 
miles. Time, 1:4945, track fast. Stakes di- 
vision, $32,325, $8,000, $4,000 $2,000. 

Assanit, 128 (King Ranch) —....___._.._._._- 1 
Lets Dance. 110, g., 5, *Chrysler 2nd—Danc- 
ing Reigh, by Reigh Count (Sunshine i 


Coincidence, 120, g., 5, Questionnaire—Small . 
World, by Halcyon (Greentree Stable) —__ 


Others, Stymie 126, Windfields 106, Calvados 
105, Brown Mogul 111, Bright Sword 106. 
Winning jockey, Warren Mehrtens. 


Assault was foaled March 26, 1943, at 
the King Ranch in Texas. The Grey Lag 
Handicap was his first start of 1947. At 
two he won the Flash Stakes and was 
third in the Babylon Handicap. At three 
he won the Experimental Free Handicap 
No. 1, Wood Memorial. Kentucky Derby. 
Preakness. Belmont Stakes, Dwyer Stakes. 
Pimlico Special, Westchester Handicap. 
He was second in the Jersey and Roamer 
Handicaps, third in the Discovery, Man- 
hattan, and Gallant Fox Handicaps. For 
his sire, Bold Venture, he is the first stakes 
winner of the year. The Grey Lag was 
his tenth stakes win, his sixteenth stakes 
placing. 

ASSAULT, ch. c., 1943 


Swynford John o’ Gaunt 

*St. Germans | |\Canterbury 
| | Pilgrim 
|Hamoaze Torpoint 
Maid of the 
Mist 
Commando 
Running 
| Stream 
Lida Flush |*Royal Flush 3rd 

Lida H. 


Bold Venture 
Ch. 1933 
| Ultimus 
Possible | 


Pennant Peter Pan 


Equipoise *Royal Rose 
| Swinging 


h. 1937 


Broomstick 
\*Balancoire 2nd 


| |\*Chicle Spearmint 
Incandescent | Hamburg 
2n 
Masda ‘Fair Play 


King Ranch, breeder and owner; Max 
Hirsch, trainer. Family No. 


Starts 1st 2nd 3rd Earned 
25 11 4 4 $473,770 


IGUAL. Unraced. 4 foals through 1944— 
EQUAL CHANCE (Chicaro). Winner. 
MASOMENOS (Equestrian). Unplaced. 
ASSAULT (Bold Venture). Stakes, above. 
ae (Bold Venture). Winner at 
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Tom Smith, left, trained the winner, 
Frank Kleeman shod him. 


INCANDESCENT. Plymouth Rock Claiming 
S. 7 foals through 1944— 
IGUAL (Equipoise). Above. 
LLANERO (*Phalaros). 18 wins. 2nd Ponce 
| de Leon H. 3rd Coral Gables H. 
ested (Bim Bam). 15 wins. Tijuana Cup 


FIRE NYMPH (Boojum). Placed. 
CERNADA (Bold Venture). Unraced. 
FLASH ae RN (Brazado). Diamond State S. 
| 8rd Riggs H. 

a POINT (Equestrian). Winner at 3, 


MASDA. Leviathan Highweight, White Plains 

Highweight Hdcps. 9 named foals— 

DAZZLER (Whisk Broom 2nd). 11 wins. 

| Nassau S., Aqueduct H. Sire 

BRILLIANT (Broomstick). 20 wins. Flint 

| Stone Memorial, Powers Memorial, Edge- 
water Gulf Hotel, Walkerville Hdcps. 

| Ak-Sar-Ben King’s Cup. Sire. 

BEAMING (Whisk Broom 2nd). Winner. 

| Dam of SW’S High Glee, Chortle, Bright 
Plumage, Black Look. 

THE TARTAR (*Stefan the Great). 11 
wins. 

HIGH SIGN (*Chicle). Unraced. 

INCANDESCENT (*Chicle). Above. 

LAMPSHADE (Whichone). Unraced. Prod. 

MAEDA (Pennant). 13 wins. Huon H. Sire. 

BURNING BRIGHT (Whichone). Winner. 
Producer. 


Four For Four 


PARR STAKES, Pimlico, May 1, $7,500 
added, 2-year-olds, 415 furlongs. Time, 75415 
track fast. Stakes division, $7,485, $1,500, 
$750, $375. 


gy, 122, c.. Swing and Sway—*Chantress, 
by Hyperion (Stanley Sagner) ----------- 1 

Brandy Punch, 122, c., Milkman—Sea Cradle, 

Brass Band, c., *Bahram—Parade Girl, 
by Display “Altred G. Vanderbilt) 3 


Other starter, Equibit 117. Winning jockey, 
Allan Gray. Winning trainer, L. E. Ogle. 


Starts 1st 2nd 3rd Earned 

4 4 0 0 $15,305 
Saggy. one of the early sensations of 2- 
year-old racing this season, was winning 
his second stakes and his fourth victory 
in four starts. On April 30 he had won 
the Aberdeen Stakes at 414 furlongs in 
which he set a new track record and a new 
world record (though there was a dif- 
ference among clockers on this) of :5145. 
After winning his first start, a three-fur- 
long race at Gulfstream Park, by four 


lengths, he won at four furlongs at Bowie, 
scoring by a neck, and then took the Aber- 
deen by three lengths over Brandy Punch. 
For his pedigree and family notes, see 
Tue Bioop-Horse of May 3, page 269. 


Faultless’ Derby Trial 


DERBY TRIAL, Churchill Downs, April 29, 
$10,000 added, 3-year- -olds, 1 mile. Time, 
1:3735, track fast. Stakes division, $9,075. 
$2,000, $1,000, $500. 

Faultless, 118, c., by Bull Lea—Unerring, by 

Insco (Calumet 
Star Reward, 110, c.. by Reaping Reward— | 

Far Star, by *North Star 3rd (Dixiana) 
Cosmic Bomb, 118, c., by *Pharamond _" 

Banish Fear, by See Larkspur (William 

Others, Stepfather 118, Double Jay 119, 
John’s Pride 1131. Winning see. Doug 


Dodson. Winning ‘trainer, Ben A. Jones. 
Starts 1st 2nd 3rd Earned 
15 8 2 1 $89,715 


In the Derby Trial. Faultless won his 
sixth race and third stakes of the year. 
He had been victorious in the Flamingo 
Stakes at Hialeah Park and the Blue 
Grass Stakes at Keeneland. For his pedi- 
gree and family particulars, see Tue 
Bioop-Horse of March 8, page 738. 


Mr. Chairman’s Second Stakes 


COMMONWEALTH HANDICAP, Suffolk 
Downs, May 3, $10,000 added, 3-year-olds and 
upward, 1 mile and 70 yards. Time, 1:46%s, 
track heavy. Stakes division, $9,500, $1,500, 
$1,000, $500. 

Mr. Chairman, 10815, c., 4, Nedayr—Risky 

Reigh, by Sun Circle (Reynolds Brothers) 1 
Laboulaye. 109, c., 4, Sweeping Light—La- 

bor Day, by Display (Highland Stable) 2 
Ma ellan, 111, g., 6, Discovery—Invoke, by 

eddy (Cherry Om 3 


Others, Agrarian-U 118, Linwood Jim 108, 
Winsome Lad 105, Apropiado 113. Winning 
jockey, Harold Keene. Winning _ trainer, 
Clyde Locklear. 


Starts 1st 2nd 3rd Earned 
26 cf 5 7 $35,211 
The Commonwealth Handicap was Mr. 
Chairman’s second stakes victory and fifth 
stakes placing. A week previously he had 
been placed first in Suffolk Downs’ Gover- 
nor’s Handicap through the disqualifica- 
tion of Laboulaye, which was moved back 
to third. Mr. Chairman was named for 
Harold Galloway, owner of the De Soto 
Hotel at Hot Springs, Ark. For the colt’s 
pedigree and family particulars see THE 
Bioop-Horse of May 3, page 269. 


An Oaks to Blue Grass 


KENTUCKY OAKS, Churchill Downs, May 
2, $25,380 added, 3-year-old fillies, 1 1/16 
miles. Time, 1:5135, track muddy. Stakes 
division, $21,680, $5,000, $2,500, $1,000. 

Blue Grass, 116 (A. B. Hancock, Jr.) ___--- 
Cosmic Missile, 121, 3, Roman—Misty Isle, 

by “Sickle (Circle 2 
Mother, 116, 3, *Mahmoud—Fuss Budget, by 

*St. Germans (C. V. Whitney) ----------- 

Others, Happiness 109, Springtime 116, Mel 
Van Orman 116, Check Please 116, Sistayr 
116, Hipparete 118. A. B. Hancock, Jr., entry, 
Blue Grass and Springtide. Hal Price Head- 
ley and Mrs. H. C. Judy, Jr., entry, Check 
Please and Hipparete. Winning jockey, John 
Longden. 


Blue Grass was foaled February 24. 
1944, at A. B. Hancock’s Claiborne Stud. 
Paris, Ky. When Marshall Field retired 
from racing and breeding the following 
vear. Camelot. dam of Blue Grass, was 
sold to Nydrie Stud at the Lexington Fall 
Sales for $23,000, and her weanling colt 
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by *Jacopo went to C. C. Tanner for $8,- 
600. At two Blue Grass won the Debu- 
tante Stakes at the Churchill Downs spring 
meeting and was third to War Fan and 
Ballarita in the first division of the Polly- 
anna Stakes at Arlington Park. She is 
the first stakes winner of the year for Blue 
Larkspur. 


BLUE GRASS, b. f., 1944 


{Black |Peter Pan 
Black Servant; Toney |Belgravia 
| | 
| \*Padula |Laveno 
Blue Larkspur |Padua 
. 1926 
| *North Star |Sunstar 
Blossom Time) 3rd |Angelic 
| 
\*Vaila |Fairman 
|Padilla 
\*Teddy Ajax 
*Sir Gallahad | ‘Rondeau 
| 3rd | 
| |Plucky |Spearmint 
Camelot Liege Concertina 
B. 1935 
| |\Gay |Bayardo 
*Cross of Gold | Crusader Gay Laura 
\*Golden |Golden Sun 
Corn {Corn Cockle 


Marshall Field, breeder; A. B. Hancock, Jr., 
owner; William Crump, trainer. Family No. 4. 


Starts 1st 2nd 3rd Earned 
8 3 0 2 $37,405 


Oe. Winner at 2. 3 foals through 


PAMELA C. (Stimulus). Winner. 2nd Vis- 
| eaya, Rosedale, Astoria, Rancocas (2nd 
| div.) Stks. 

ALSTIMU (Stimulus). Winner at 3, 1946. 
— GRASS (Blue Larkspur). Stakes, 
above. 


fence by Bert Morgan. 


*CROSS OF GOLD. Unplaced. 7 foals— 
SARSITA (General Lee). 19 wins. 
SALADIN (*Sir Gallahad 3rd). Wnr. Sire. 
VERMOUTH (Stimulus). Winner. Prod. 
CHARING CROSS (*Sir Gallahad 3rd). 
| Winner. 2nd Withers S._ Sire. 
CAMELOT (*Sir Gallahad 38rd). Aobve. 
BARNET (Stimulus). Winner. 
MOOSEHEAD (*Sir Gallahad 3rd). Un- 
| raced. Sire. 

*GOLDEN CORN. Winner in England. Cham- 
pagne, Rous Memorial, Middle Park, Ful- 
borne Stks. 4 foals— 

CAUMSETT (Bachelor’s Double). Unplaced. 

*CROSS OF GOLD (Gay Crusader). Above. 

*ARGONAUT (Tetratema). Winner. 

CORN BELT (Son-in-Law). Winner. John 
Porter S. Oadby Breeders Plate. 


Double Header 


RENNERT HANDICAP (first division), 
Pimlico, April 29, $7,500 added, 3-year-olds, 6 
furlongs. Time, 1:12%5, track fast. Stakes 
division, $6,205, $1,500, $750, $375. 

Big Story, 112 (Mrs. E. H. Augustus) ~__-_ 
Repand, 118, c., by Johnstown—tTrina, by 

*Sickle (Sylvester W. Labrot, Jr.) 
Send Off, 110, c., by *Quatre Bras 2nd—Tod- 

dle On, by Bud Lerner (Mrs. E. Trueman) 3 

Others, I'll Be 110, Trenton 110, Laran 114, 
Eagle Eye 114. Winning jockey, Al Snider. 


Second division, Pimlico, April 29. Time, 
1:12%;, track fast. Stakes division, $6,055, 
$1,500, $750, $375. 
Mityme, 118 (Cedar Farm) 1 
El Mono, 111, c.. Head Play—Hand Organ, 

by *Strolling Player (A. J. Sackett) ____ 
Pad lock, 114, c., *Blenheim 2nd—Four 

Eleven, by Haste (Calumet Farm) 


Others, Golden Bull 116, Aristos 116, Milk 
Pact 114. Winning jockey, Carson Kirk. 

Big Story was foaled March 7, 1944, at 
Walter J. Salmon’s Mereworth Farm, Lex- 
ington. In the Keeneland Summer Sales 
of 1945 he was sold to Mrs. E. H. Augus- 
tus, his present owner, for $4,500. At two 


The Maryland Hunt Cup trophy was retired permanently on April 26 when Stuart S. Janney, Jr. and the 13-year-old 
Winton (No. 2) won their third victory over the 22-fence course in the Worthington Valley near Baltimore. 

In 1942 and 1946 Winton and his owner won the My Lady’s Manor, Grand National, and Maryland Hunt Cup events 
to score slams in the principal cross-country races on the spring calendar. This year they won the My Lady’s Manor and 
were second in the Grand National prior to winning the Hunt Cup. 

At the finish of the Hunt Cup, Winton was ten lengths in front of John Strawbridge’s Bungtown. Miss Laura Frank- 
lin’s Roxspur was the only other one of seven starters to complete the course. The photo above was 


last year he won two races, placed three 
other times in five starts, earned $4,165. 
The Rennert Handicap was his first stakes 
win, his first stakes placing. He is the 
eighth stakes winner for his sire, *Hairan, 
which stands at Mereworth Farm; the 
others are Checkerhall, Sammy Angott, 
Widow's Peak, Mel Eppley, Miss USO, 
Old Faithful, and Queen Hairan. Queen 
Hairan won the first division of the Debu- 
tante Stakes at the Fair Grounds this year. 

All or Nothing, a full brother to Big 
Story, was bought at the Keeneland Sum- 
mer Sales last year by Dave Ferguson for 
$5,000. He has won this year. Big Story’s 
dam, Lotta Bull, foaled a chestnut filly by 
*Heliopolis at Mereworth Farm this year. 

BIG STORY, ch. c., 1944 


{Phalaris {Polymelus 
Fairway |Bromus 
| | 
| \Scapa Flow |Chaucer 
*Hairan /Anchora 
B. 1932 
| |Louvois \Isinglass 
Harpsichord | Louvaine 
|*Golden Llangibby 
Harp Goldscleugh 
\*Teddy |Ajax 
*Bull Dog | {Rondeau 
‘Plucky |Spearmint 
Lotta Bull Liege {Concertina 
B. 1936 
|Pennant {Peter Pan 
Fleeting | |*Royal Rose 
Moments | 


‘Idle Hour |Hamburg 
|Matinee 
Mereworth Farm, breeder; Mrs. E. H. Au- 
: owner; J. Radney, trainer. Family 
o. 4. 


made at the second 
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Starts ist 2nd 3rd Earned 
8 3 1 2 $10,370 


LOTTA BULL. Winner at 2. 2 foals through 
1945— 


BIG STORY (*Hairan). Stakes, above. 
ALL OR NOTHING (*Hairan). Winner at 
2, 1947. 


FLEETING MOMENTS. Hochelaga H. 6 
named foals— 
LOTTA BULL (*Bull Dog). Above. 
FLEETING FIRE (Campfire). Virginia, 
Script, Council Union News, George 
Washington Birthday Hdcps. 28 wins. 
WHIP-AWAY (*Bull Dog). 14 wins. 
MAEFLEET (*Bull Dog). Winner. 
BERTRANO (*Pot au Feu). Winner. 
AUNT BEEGEE (*Bull Dog). Winner. 


IDLE HOUR. Unplaced at 2. 7 foals— 
FLEETING MOMENTS (Pennant). Above. 
SNOOZE (Peter Pan). Winner. Dam of 

~nlhg Pompeys Pillar, Lovely Night, Royal 


NOONTIME (*All Gold). Winner. Prod. 

HIP BOOTS (Hydromel). Winner. 

TOPPANITE (Peter Pan). Winner. 

HEEDLESS (Headstrong). Placed. 

VARIETY (*Dis Donc). Unraced. Producer. 

Mityme was foaled at Lewis J. Tutt’s 
Audubon Farm, near Lexington, on Febru- 
ary 29, 1944. He was sold at the Keene- 
land Summer Sales of 1945 to Mr. and 
Mrs. John S. Bromley’s Cedar Farm for 
$9,000. Last year he won the Christiana 
Stakes at Delaware Park in his second 
start, was third in the Garden State Stakes. 
In his only start prior to the Rennert 
Handicap this year he was third to Royal 
Governor and Tavistock in the Chesapeake 
Trial Stakes. He is the first stakes win- 
ner for Menow this year, and is the sec- 
ond for Mr. Tutt. The other for his 
breeder is Picnic Lunch, winner of the 
Rosedale Stakes at Jamaica. 


MITYME, ch. c., 1944 


|Phalaris |Polymelus 
*Pharamond | |Bromus 
| 2nd | 
| ‘Selene |Chaucer 
Menow \Serenissima 
B. 1935 
| |Supremus Ultimus 
Alcibiades A 
Hamilton 
|*Regal ‘Roi Herode 
Roman |Lady Cicero 
|Midway |Ballot 
| |Thirty-third 
| |Gossip {Bulse 
Genevra M. Avenue |Rosewood 
B. 1935 
| |General |\Sweep 
Homebody Thatcher  (|*Polistena 


\*Scramble Ke Melior 
angle 


Lewis J. Tutt, breeder; ann Farm, owner; 
. Shaw, Jr., trainer. Family No. 11. 


Starts 1st 2nd 3rd Earned 
10 3 2 2 $21,255 
GENEVRA M. Winner at 2 and 3. 5 foals 
1944— 
— EAN (Rolled Stocking.) Unraced. Pro- 
ucer. 
LAST ROLL (Rolled Stocking). 13 wins. 


3rd Seattle H. 
MEANGEN (Menow). Winner. 
GENIE BALL (Balladier). Unraced. 
MITYME (Menow). Above. 


HOMEBODY. Unraced. 7 foals through 1942— 
ROLL HOME (Rolled Stocking). Winner. 
ENTREE (Rolled Stocking). Wnr. Prod. 
MO (Percentage). 25 wins. 

GENEVRA M. (Percentage). 10 wins. 2nd 
Clipsetta S., Joliet H. rod. Above. 
ERHOBO (Percentage). Winner. 

STAY AT HOME (Canaan). Winner. 


*SCRAMBLE. Winner in France at 2 and 3. 


oals— 

FARCEUSE = aux Larmes). Pl. Dam 

| of SW Aboy 

GEORGE FOSTER (*Troutbeck). 
inn 

GOLD HANDLE (Black Toney). Wnr. Sire. 
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THE GATES STAY CLOSED 


The meeting of the Greenwood Racing 
Club, which was scheduled to open the 
Ontario. Canada, racing season May 9, 
was cancelled May 2 after the track op- 
erators failed to reach agreement with 
members of the Horsemen’s Benevolent 
and Protective Association, Canadian di- 
vision, on purse distribution. 

The cancellation, which followed de- 
mands by the HPBA for minimum purses 
of $1,500 at Ontario tracks, was an- 
nounced by Col. K. R. Marshall. president 
of the Ontario Jockey Club and the Green- 
wood Racing Club. 

“The main point at issue.” the an- 
nouncement said, “was an arbitrary de- 
mand for a minimum purse of $1,500... . 
It is hoped that the horsemen . . . will de- 
cide to co-operate and race with the On- 
tario Jockey Club during its meeting 
scheduled to open on May 17.” 

Earlier the HPBA had offered to take 
over the operation of any scheduled race 
meeting in Ontario, guarantee the asso- 
ciation a $1,000 daily profit and the horse- 
men a minimum purse of $1,500. 

W. E. MacDonald, HBPA legal adviser. 
said that if negotiations with Ontario rac- 
ing associations failed, the HPBA would 
ask the Province of Quebec Racing Asso- 
ciations for permission to subsidize meet- 
ings in Quebec and guarantee horsemen 
minimum purses of $1,200 as compared 
with purse minimums of $700 on Quebec 
tracks last year. 

In a meeting May 5, the HPBA mem- 
bers agreed, 210 to 13, to accept minimum 
purses of $1,350. 


{ 


*SCRAMBLE—Continued. 
NAISHAPUR (*Omar Khayyam). Tijuana 
| Derby. 2nd Kentucky Derby, American 
| Derby, Coffroth H. Sire. 
BATTLE ROYAL tien Time). Unraced. 
PRETTY PENNY (Dress Parade). 14 wins. 
Producer. 
OMEBODY (General Thatcher). Above. 
go BIRD (Rolled Stocking). Unr. 


| Pro 

GTOCKINGLESS (Rolled Stocking). Unr. 
rod. 

GRIDDLE (Percentage). Winner. 


King Ranch Again 


GITTINGS HANDICAP, Pimlico, May 
$10,000 added, 3-year-olds ‘and upward, 1 1/16 
miles. Time, 1:4614, track good. Stakes di- 
vision, $9,200, $2,000, $1,000, $500. 


Plash Burn, 116 (King Ranch) _____________ 1 
Statesman, 120, g., 5, Silver Horde—Spread, 
by Display (K. A. O'Connor) 2 


Detection, 107, h., 5, Discovery—The 
Schemer, by *Challenger 2nd (A. G. Van- 
derbilt) 3 


Others, Gorget 114, Alexis 116, George Case 
116, Mahout 123, Butler 114, Turbine 124, Try- 
menow 120. Mrs. W. M. Jeffords and W. M. 
Jeffords entry, Mahout and Trymenow. Win- 
ning jockey, Efrain Garza. 


Flash Burn was foaled at the King 
Ranch in Texas in 1943. At two he was 
once third in eight starts, at three he won 
seven races in 19 starts, including the 
Diamond State Stakes. He also was third 
in the Riggs Handicap. This year he was 


third to Natchez and Turbine in the Ed- 
ward Burke Handicap at Havre de Grace. 
The Gittings Handicap was his second 
stakes win, his third stakes placing. 


FLASH BURN, b. c., 1943 


|Colin Commando 
On Watch | |*Pastorella 
Rubia *Greenan 
Brazado Granda |The Great 
B. 1936 Ruby 
Broomstick |Ben Brush 
Kippy | *Elf 
\Seamstress |*Star Shoot 
‘Busy Maid 
{Spearmint Carbine 
*Chicle | Maid of the 
| Mint 
| [Lady Ham- |Hamburg 
Incandescent burg 2nd |*Lady Frivoles 


\Fair Play |Hastings 
Masda \*Fairy Gold 


Mahubah !*Rock Sand 
\*Merry Token 


King Ranch, breeder and owner; W. J. 
Hirsch, trainer. Family No. 4. 


Starts 1st 2nd 3rd Earned 
32 8 6 3 $46,015 


For Flash Burn’s first and second dams, 
Incandescent and Masda, respectively, see the 
pedigree of Assault, this issue. The third 
dam, Mahubah is below. 


MAHUBAH. Winner at 3. 5 foals— 
— (Fair Play). See pedigree of As- 
sault 
MAN O’ WAR (Fair Play). 20 wins from 21 
starts. Sire of winners of more than 


$3,000,000. 
PLAYFELLOW (Fair Play). Winner. Sire. 
MY PLAY (Fair Play). Jockey Club Gold 
| Cup, Aqueduct H. Sire. 
MIRABELLE (Fair Play). Unplaced. Prod. 


Two for Nearway 


HFUL STAKES, Jamaica, April 30, 
000 added, 2-year-olds, five furlongs. 
Time, :5945, track fast. Stakes division, $14,- 
500, $3,000, $1,500, $750. 


Nearway. 122, ch. c. by Ladysman—Gor- 
geous Lady, by *Colonel Vennie or Busy 

And. 117, c., Andy K.—Charnot, by 

aster Charlie (Irving Gushen) 2 

Sunsation, 113, c.. Chance Sun—Grey Watch, 

by Grey Lag (Harvey Cantor) ----------- 3 


Others, Alphara 117, Star Bout 117, Althird 
117, Illkeepu 117, Auro Boro 113, Roman Road 
117, Gray Chief 113. A. C. Ernst entry, Al- 
phara and Althird. Winning jockey, Eric 
Guerin. Winning trainer, T. H. Heard, Jr. 


In the Youthful Stakes Nearway was 
gaining his fourth win of the year in six 
starts, and his second stakes victory. At 
the Fair Grounds he had won the D. J. 
Kenner Stakes, and he had placed in the 
overnight Dinner Stakes at the same track. 
For his pedigree and family particulars 
see Tut Brioop-Horse of March 1, page 
665. His earnings to date are $22,925. 


SELIMA CLOSING 


Nominations for the Selima 
Stakes, to be run at Laurel Park in the 
fall of 1948, close May 15. Eligible are 
filly foals of 1946, now yearlings. Sub- 
scription fee is $10, with the following 
eligibility payments: January 15, 1948, 
$40: June 15, 1948, $50. The starting fee 
is $250; the added money is $25,000. Pay- 
ments are to be made to the Maryland 
State Fair, Inc., Laurel, Md. 
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In Nine Races—Six Record Times 


BROOKFIELD 
son of Bimelech, was 
one of the speed horses in the 1946 handicap division. In three races 
he eclipsed previous records, was second twice when new track 


records were set, was second when a track record was equaled.. He 
ran only nine times. 


In the Omaha Purse at Havre de Grace, Brookfield set a new 
track record for six furlongs in 1:1025. In two earlier races Brook- 
field set such a brilliant early pace that he had eclipsed the world 
record for half mile. In the first of these he ran four furlongs in 
one-fifth of a second below world record time, in the Metropolitan 


i 


Handicap he went to the front to run a half milé in :45%, four-fifths 
of a second under world record time for half a mile. 


The Wilmington Handicap was won by Brookfield at Delaware 
Park in 1:11%. Polynesian equaled the Delaware record of 1:10%5 
to win the Smyrna Handicap with Brookfield second. Polynesian 
had to set a new track record of 1:10% at Monmouth to win the 
Rumson Handicap with Brookfield again second. At Arlington Park 
Brookfield won the Domino Handicap in 1:0945. In his last start 
Brookfield finished second to Armed in the Sheridan Handicap when 
the latter set a new track record at Washington Park in 1:35 for a 
mile. Brookfield broke a bone in his foot in this race. 


Brookfield Will Be Retired For the 1948 Season 
At Charles Asbury’s Hedgewood Farm 


Briar Hill Pike, Lexington, Kentucky 


Saturday, May 10, 1947 
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| FOR SALE 
RACE Al Proven Broodmare 


HORS E EXCITES FIRE, by Excite— 
Sweep Fire, by Sweep All. Her 
BE ARM first foal, Betty Skelly, by Sky 


Raider, won three races at 2, 
1946, and is a winner at three 


this year. Excites Fire is a big, 


One hundred and ten acres— 
sound mare, 7 years old. 


Tops in soil and location. Al- 

Has a chestnut colt, foaled 
February 11, 1947, by Sky Raid- 
er and has been bred back to 
room for horses. Nearly all in Sky Raider to foal in 1948. 


4 grass. Good condition. A Derby 


most at Lexington’s front door. 
Nice home, 10 rooms. Barn 


The price for this mare and 


winner was bred here—famous foal—for quick sale—is $7,500. 


for other winners. Early posses- Can be seen now at Tollie 
sion. Young's Creekview Farm, Paris, 
Kentucky. 
BARNEY TREACY, Realtor 
If interested, write 
‘ W. ©. Jackson, Farm Dept. ILL..MO. Breeding Farms 


you have «a champion 
—treal him as if he it one 


soon? ... too late? Can he 
get there first? ... Every mus- 
cle is strained ... all of his 
energy is being drained into 
winning the race ... does he 
have it in him? 
In making a changpion it’s the 
a forethought which counts—the 
oa feed which has built up his mus- 
cle, bones, and tendons. It is 
the feed which gives the cham- 
pion the extra energy—the win- 
ning drive. 


‘ Based on scientific principals 

7 of proper equine nutrition, Der- 

: wood Crunch provides the es- 

a sentials for making a champion. 

i More and more horsemen are 

turning to Derwood Crunch— 

2, they want to be sure. 

Why not let us start you on a trial order? A post card will bring 
: prices for a bag or a carload and any further information you'd 


like to havee DERWOOD MILL, DERWOOD, MARYLAND. 


DERWO OD CRUNCH IS FIGURATIVELY 
JUNE PASTURE IN WINTER 


THE DERWOOD MILL, DERWOOD, MARYLAND 
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Things and People 


CLOSED SHOP. Barred from Churchill 
Downs by a police court judge after of. 
ficers had charged him with disorderly 
conduct, a Louisville man told the court 
“[ have to support my wife and mother 
and I don’t know any other way to do it 
except to bet on the horses.” 

NOT HAY. Reported the American 
Turf Association, operator of Churchill 
Downs: Track patrons have failed to cash 
winning tickets worth $215,892 during 
the last several years.” 

KO. Kept out of the clubhouse at the 
Sandown Park track near London: Joe 
Baksi, American heavyweight who won 
his first joust in England by knocking out 
British pug Bruce Woodcock. Explained 
a track official: “This enclosure is open 
only to club members and distinguished 
foreigners. It was not considered that 
Mr. Baksi qualified under the second head- 
ing.” 

SPELLBOUND. From Leo Joseph 
(Hap) O’Connor, of Hollywood Park: At 
the track’s school for exercise boys, the 
teacher asked a 17-year-old from a ranch 
in New Mexico how to spell “Mississippi.” 
“Hmm,” said the lad, “River—or state?” 

REJECTED. In a 2-1 vote by the Ken- 
tucky State Public Service Commission: A 
motion to force telephone and telegraph 
companies in the State to cease transmit- 
ting horse race information to handbooks. 
Basis for the votes of the majority: That 
the commission would have to hold hear- 
ings for each of the approximately 200 
telephone companies in Kentucky. Said 
Commissioner J. K. Lewis, who supported 
the motion: “That’s a lame excuse.” 

POSTPONED. The Derby, Britain’s 
greatest flat race, from Wednesday, June 
4, to Saturday, June 7, to meet a govern- 
ment request to limit crowd-pulling week- 
day sporting events that drain workers 
from factories. 


Rent a Country Home 
For the Keeneland Sales 


Home near Lexington, completely 
furnished, including housemaid; for 
lease during the Keeneland Summer 
| Sales. 8!2 bedrooms. Write P. O. Box 
| 312, Lexington, Kentucky. 


Thoroughbred 


PEDIGREES 


Promptly — Accurately 


4 Crosses (generations) -.._._____ $ 2.00 
5 Crosses (generations) ~_________ $ 3.00 
Racing Record $ 1.00 
Produce Record per mare __--_-_- $ 2.00 


(Includes foals, winnings, stakes won 
and sires of winners) 

Full 5 cross pedigree, with racing 

record of the animal and racing 

and produce record of the first 

three dams _--$16.00 


Please make checks payable to PEDI- 
GREE SERVICE, 120 West 42nd Street, 
Suite 1400, New York, N. Y. 
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The Joe Hernandez Bloodstock Agency of California 
Announces The 


6th Annual Del Mar Yearling Auction Sales 


(During Del Mar’s late summer schedule) 


To Be Conducted On Successive Sunday Evenings 


August and August 


The Los Angeles Horse Palace 
at 8 o'Clock 


wa 


Southern California Is The Market For Your Yearlings : 


' The Joe Hernandez Bloodstock Agency has obtained the highest individual prices on yearlings, 2- 
year-olds, horses in training, etc., in the West! 


t —in 1946 we sold— 


BRIC A BAC, $52,500—aged 

WHEATFIELD, $27,000—two-year-old 

COVER UP, $24,000—two-year-old 

‘ FIGHTING LEA, $17,000—three-year-old 


LORD BEAU, $11,500—yearling 


- - - - and many, many others - - - - 


Our averages on unnamed yearlings of reasonably good blood-lines are the highest on record of any 
agency west of Lexington and Saratoga! 

The Joe Hernandez Bloodstock Agency is the biggest licensed independent Thoroughbred brokerage 
agency in the Westl 

Mr. Breeder and Mr. Owner, consign your yearlings and other stock to this agency for our annual 
sales in August. 


The Joe Hernandez Bloodstock Agency of California 


1044 South Orange Drive Los Angeles 35, Calif. | 
Telephone: YOrk 0373 


(Our 1947 schedule began with Santa Anita racing, and will continue to offer catalogues at Tanforan, 
Hollywood Park, Del Mar, Golden Gate, and Bay Meadows.) 
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HAGYARD 
HAGYARD 


VETERINARY SURGEONS 
145-147 East Short Street 


Lexington Kentucky 


MANUFACTURERS OF 
VETERINARY SUPPLIES 


Used and Recommended by 
Racing Stables and Breed- 
ing Farms Everywhere 


HOTEL LAFAYETTE 


LEXINGTON 


Hors es Insur ed 
Ship 


Insure 


Phone ‘ane 

WALLER JONES 

HERNANDO BUILDING 
LEXINGTON, KY. 
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AUSTRALIA, by Gwyn Jones 


Temeraire Retired 
Unbeaten at Two 


MELBOURNE 

Temeraire, a long-striding colt by Fel- 
crag, ended his 2-year-old career in a blaze 
of glory by winning the rich Champagne 
Stakes at Randwick on April 9 in the 
same easy way he had won his previous 
five races. Temeraire, which has won more 
than £8,000 in stakes, now goes into win- 
ter quarters as the favorite for the Der- 
bies in the spring in October, and if he 
can stay, then I should say they are all 
over now. 

But how often we are proved wrong in 
these long-range prophecies! Temeraire 
has started at odds-on in all of his races, 
and at one stage of the wagering on the 
Champagne Stakes, backers thought the 
bookmakers had taken leave of their sen- 
ses when it was possible to lay 6-to-4 on. 
The fielders paid for their lack of caution, 
and of course wailed when Temeraire won 


as he liked. 


TEMERAIRE, ch. c., 1944 


|Felstead {Spion Kop 
Felcrag Felkington 
| 
| Florence |Captain Cuttle 
Dombey |Margeritta 


Gilt Edge Valais 
| Glittering Gold 


|Lady iCyklon 
Welitha Welitha 


H. E. Rudd, owner; Fred T. Cush, trainer. 


| 
Gilt Lady 


Several English Derby winners are 
mixed up in the paternal and maternal 
pedigree lines of Temeraire. Gilt Lady, 
his dam. was by Gilt Edge (son of Valais 


Photo by E. F. Pollock 
TEMERAIRE 


and sold for 5,000 guineas as a yearling) 
from Lady Welitha by Cyklon which raced 
in Germany before being imported to Aus- 
tralia to become a leading weight-for-age 


BOTTEN FESD 


Witt FESD-SAYEBR RING 


BOTTEN FEED-SAVER RING 


The Feed-Saver Ring shown in cut is an attachment we 
make for the Botten Corner Feed and Water Bucket to pre- 
vent a horse from rooting and spilling feed out of the bucket. 


If you have a horse in your barn that is a feed waster or 
a stud horse that is a rough eater, you will find that this 
Feed-Saver Ring will stop this waste of feed. It will not 
take long to pay for this equipment from this saving of feed. 
Ihe Feed-Saver Ring also has a tendency to make ravenous 
eaters, eat slower and not bolt their feed. 

The Feed-Saver Ring is made removable so that it is 
easier to wash and also makes it possible to stack the Buckets 
for shipment. The Feed-Saver Ring will fit all Botten Cor- 
ner Buckets now in service. 


INTRODUCTORY OFFER 


We will ship One Botten Corner Bucket with Installation 
sracket Prepaid to any address in the U. S. A. for $6.00. 
Feed Saver attachment $4.00 extra. Send for your sample 
bucket today and compare it with what you are using. Your 
name and address printed on the edge of this ad will be 
sufficient. 


BOTTEN BUCKET COMPANY 
Chagrin Falls, Ohio 


“You will like the Botten Corner Bucket and your horse 
will too.” 


BREEDERS' SALES CO. 


Thoroughbred Auction Sales 
At Keeneland 


YEARLINGS 
Midsummer 


ALL AGES 
November 


Breeders’ Sales Company 
400 Radio Bldg. Lexington, Ky. 


AMERICAN 
TURF ASSOCIATION 


Incorporated 


M. J. Winn, President, Chicago, IIl. 


CHURCHILL DOWNS 
LINCOLN FIELDS JOCKEY 
CLUB 


Louisville, Ky. 
Crete, 


THE BLOOD-HORSE 


4 
4 
f 
| 
6 
Buy — 
4 
| 
| 
= 


ve 


NORTH WALES 


STALLIONS FOR 1947 SEASON 


First Fiddle 


Gr., 1939, by *Royal Minstrel—Kueful, 
by *St. Germans 


FEE $1,000—NO RETURN 


By Jimminy 


Br., 1941, by *Pharamond II—Bug- 
inarug, by Blue Larkspur 


FEE $1,000—RETURN 


STUD 


Pilate 


Ch., 1928, by Friar Rock—*Herodias, 
by The Tetrarch 


$1,000—NO RETURN 
Fee payable at time of service. 


Black Servant___.f Black Toney 
Padul 


a 
*North Star 111 

Blossom Time___- *Vaila 

Sardanapale 


Kaytee 


*Dis Donc_____ 
FREE TO APPROVED MARES 


i ___. Broomstick 
Bonnie Witch 1 Bonnie Star 


Return privilege for one year; return to be claimed if 
mare proves barren by Dec. 1, 1947. All mares must be 
accompanied by veterinarian certificate showing freedom 
from contagious disease and all barren and maiden mares 
showing that they are free from infection and sound for 
breeding purposes. Owner of the stallion reserves the right 
to cancel the return service for any mare and refund the 
stud fee paid. The owner is not responsible for accidents 
or disease. The owner reserves the right to refuse service 
to any mare. 


ff 


Warrenton 


Saturday, May 10, 1947 


BOOK FULL BOOK FULL BOOK FULL 
A 
* Quatre Bras { Rondeau 
EURASIAN Plucky Liege_..___. J Spearmin 
J 
FEE $500—RETURN 4 Man 
-{ Fair Play--------- \ Gt 
HEAD PLAY | *Rock Sand 
Head Play th, 1930 \sMerry Token 
Red King Ethel Simpson 
FEE $350—RETURN *Light Brigade 
Allspice 
*CHRYSLER II Rond Bay Ronald 
Chrysler ll Br., 1931 oremi 
FEE $350—RETURN Broderie__________ _fTracery 
| Princess Sain 
Ramillies 
a i 
FEE $350—RETURN Matin 
Ventura 
(Property of Paragon Stable) B., 1938 \ 
FEE $250—RETURN *Theresa II 
Thais 
B | Black Toney_____-. 
almy Spring sany serine Brush 
(Property of Cold Spring Farm) ” = com Tine... *North Star 3rd___ J Sunstar 
Blos Angelic 
FEE $200—LIVE FOAL *Vaila__....____. Fariman 
| Padilla 
*Quatre Bras I1_____. 
Concertina 
(Property of Paragon Stable) 8. 1939 *Carlaris__________- Phalaris 
FEE $100—RETURN Sister Ship.____-___ Man War 
Star Fancy 


“| Lady Hamburg I 


NORTH WALES STUD 


Virginia 
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Blue Larkspur___ 
KAYTEE 
B., 1940 


performer. In the Champagne Stakes, 
Temeraire carried 132 pounds, and ran the 
six furlongs easily in 1:12%. 

The All-Aged Stakes, a time-honored 
weight-for-age race of a mile, was run the 
same day and the winner was Victory Lad 
(by Breughel), stablemate of the Sydney 
Cup winner Proctor (by Actor). Victory 
Lad defeated a good field and ran his mile 
in the good time of 1:37. 

During the last week the annual year- 
ling sales were held in Sydney and 487 
lots changed hands for 256,285 guineas, 
which is only about 6,000 guineas under 
the all-time Sydney record. Overall aver- 
age was 467 guineas as compared with 548 
guineas a year earlier. Feature of the 
sales were the activities of A. O. Romano, 
former owner of Bernborough. He _ pur- 
chased five yearlings during the week for 
an outlay of 12,900 guineas, and although 
he won’t—as usual—say anything about 
it, it is likely that some of them will find 
their way to the United States, where he 
is keen to race a few horses. 

Some of the chief sales at Sydney were 
(the prices are in guineas) : 
by Mr. Standfast (by Buchan)— 

pear Queen, (by Spearfelt), 1,250; b. c. by 
Manitoba (by Manna)—Forlorn (Dunnottar), 
1,100; b. c. by Midstream (by Blandford)— 
Idle Words (Magpie), 3,500; ch. c. by Mid- 
stream—Emerald (by Constant Son), 1,300: 
b. c. by Midstream—Nagoya (by Magpie), 
1,850; br. c. by Le Grand Duc (by *Blenheim 
2nd)—Virgin Wing (by Magpie), 2,700; br. c. 
by Le Grand Duc—Sweet Sound (by Magpie), 


2,900; b. c. by Le Grand Duc—Verity (by Con- 
stant Son), 1,200; ch. c. by Ajax (by Heroic) 


—Dyne (by Marconigram), 2,000; b. c. by 
Genetout (by Vatout)—Hesione (by_ Breug- 
hel), 1,800; ch. c. by Yaralla (by The Buzzard) 
—Mina G. (by Magpie), 1,800; ch. c. by Mara- 
bou (by Marconigram)—Rose Morn (by Mel- 
fort), 1,850; br. c. by Marabou—Trojan Miss 
(by Iliad), 1,100 

Ch. ec. by Breughel (by Pharos)—Aulone 
(by Claro), 2,900; br. c. by Breughel—Com- 
plete (by Bonnement), 1,150; b. or br. c. by 
Emborough (by Gainsborough)—New Girl (by 
Fortafix),1,250; b. c. by Mr. Standfast—Golden 
S (by Spearfelt), 1,200; b. c. by Mr. Standfast 
—Lady Brindabella (by Seremond), 3,500; br. 
or blk. ce. by Mr. Standfast—Boastful_ (by 
Magpie), 2,200; b. c. by Mr. Standfast—Early 
Force (by High Force), 2,100; br. c. by Mid- 
stream—Kamilaroy (by Pentheus), 2,600; b. c. 
by Golden Sovereign (by Monarch)—Birthday 
Girl (by Prince Galahad), 2,200; ch. f. by 
Midstream—Enchantress (by Constant Son), 
,800; . ¢. by Midstream—Emanation (by 
Magpie), 1,600; b. or br. f. by Pay Up (by 
Fairway)—Port Dombey (by Portlaw), 3,200; 
ch. f. by Ajax—Whistle (by Cyklon), 2,500. 

The Midstream—Idle Words colt is a 
full brother to Shannon, the best horse in 
Australia, and he was secured by Romano, 
who also purchased the Ajax—Whistle 
filly and the colt by Mr. Standfast from 


Lady Brindabella. 

Starting stalls were used for the first 
time in Melbourne at a meeting held this 
week at Moonee Valley, and it will not be 
long before all races at all major tracks 
are filmed from end to end. 


His Racing Record 


The following account of Temeraire’s 
racing record was forwarded by E. F. 
Pollock, of Strathfield, New South Wales, 
Australia: 


The 1946-1947 racing season in Austra- 
lia has brought to light an exceptionally 
brilliant 2-year-old colt in Temeraire, by 
imported Felcrag from Gilt Lady, by Gilt 
Edge. 


Temeraire, a handsome, strongly built 
chestnut colt, has gone through the season 
unbeaten, winning his six races with con- 
summate ease. He is owned by H. E, 
Rudd, of Richmond, and trained by Fred 
T. Cush, of Randwick, N. S. W. He now 
goes into retirement for the winter and 
will then be prepared for the Victoria Rae- 
ing Club (Melbourne) and Australian 
Jockey Club (Sydney) Derbies. 


His performances: 


October 5—Won Breeders’ Plate, five fur- 
or 117 pounds, by eight lengths. Time, 
35 bo, 


November 23—Won Kirkham Stakes, five fur- 
em 124 pounds, by ten lengths. Time, 
70214. 
December 26—Won December Stakes, five fur- 
or 124 pounds, by four lengths. Time, 
0134. 
March 22—Won Quality Handicap, six _fur- 
longs, 126 pounds, by half a length. Time, 
isis. 


April 5—Won AJC Sires’ Produce Stakes, 
seven furlongs, 122 pounds, by half a 
length. Time, 1:29%4 (raining, very heavy 

course). 

April 9—Won Champagne Stakes, six furlongs, 
132 pounds, by three lengths. Time, 1:12. 
Several large offers have been made for 

the colt, but have been turned down, and 

his owner declares definitely that he is not 


for sale. 


Dust By, from his first crop of two foals, is the sire of Dusty 
Roads, winner of four races, two seconds, two thirds in his last 
10 starts. From his second crop Dust By is the sire of the 2-y-o 
Little Dusty, which has finished in the money twice. 
Dust By is a full brother to Reaping Reward, seventh leading sire of 1946, 
is half-brother to Whirlaway (world’s leading money winner), and the stakes 
winner Feudal Lord. Dust By made only a few starts at two, was unraced 
thereafter. 
“Sickle led the American sire list two times (1936 and 1938) and is also sire 
of Stagehand, Brevity, Jabot, Cravat, Unbreakable, Star Pilot, Concordian, and 
others. Dustwhirl, the world’s leading money-producing mare, is also dam of 
the producers: Lost Horizon (dam of Whirlabout), Panoramic (dam of Honeymoon), 
and others. 
Cyll 
Fee $200—Live Foal { | Maid Marian 
Fees to be paid at time of service. Fee will be refunded if 
is alive in my possession. No eri 
wi ‘for Ay disease. RS Selene__-----. Pilgrim 
| Gondolette 
: ramble 
All inquiries to Irvine Kort Sweep__------ 
; ; omino 
Dustwhirl___- Pink Domino_-—_-- Rose 
d 
KORT M ANOR Anomaly 


R. F. D. 2 


JEFFERSONTOWN, KENTUCKY 
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A BILL STREMMEL, GLEN COVE, VALLEJO, CALIFORNIA 


Intimate Notes From Our Stud Books . . .- 
May 10th... Three more foals arrived this week .. . all colts 
_,.all by VISCOUNTY. . . . The first to arrive was the VIS- 
COUNTY colt out of SAGE BABY, property of ELMER R. 
SPINDEN (TASTE GOOD FARMS). This was the mare’s first 
foal and a large quality colt. Foal arrived 1 hour and 15 min- 
utes late... . Mare goes back to VISCOUNTY. ... The second 
colt by VISCOUNTY to make his appearance was another first 
foal, and from the young mare, SKY TICK, property of BILL 
OCHS. This foal is marked with a Victoria Cross in his fore- 
head. Colt arrived 2 days late. Mare goes back to VISCOUNTY. 
... The third colt to come was one of the ranch mares, and one 
we have been pointing for all season. He is out of the great 
old producer NATICA (*Stefan The Great—Dona Roca, by 
*Rock Sand), a half-brother to the following campaigners: 
CRAZY JANE (16 wins, dam of Adonis, winner Travers Stakes; 
Baroque, Jane Blenheim, Count Haste); LYNNEWOOD (9 wins) ; 
MANTAGNA (21 wins, Widener Challenge Cup, Huron Handi- 
cap, Swift Stakes); TICKLE (dam of winner Hadatickle) ; 
DISOBEDIENCE (winner); and WHO CARES (winner)... . 
An interesting sidelight on NATICA is that she was purchased 
during the 1945 Keeneland Fall Sales entirely by mistake. We 
were sitting alongside of MISS HENRIETTA BINGHAM during 
one of the afternoon vendues, just talking away, with our hands 
of course, when suddenly Miss Bingham casually remarked, 
“You just bought a mare.” Which accounts for NATICA’S pur- 
chase... . So that all stories have a happy ending. ELMER R. 
SPINDEN (TASTE GOOD FARM) immediately purchased 
NATICA’S VISCOUNTY colt for $12,000, delivery to be made 
at weaning time... . Statisticians may look up the price we 
paid for this mare during those sales.... A definite assist must 
go to VISCOUNTY on this transaction, as it was doubtful if 
NATICA, which is 21, would ever conceive again. . . . Ranch 
standings to date: 23 colts, 21 fillies. For the first time since 
early in the season the colts are in front again. ... GLEN COVE 
STUD has consigned its entire yearling crop to the CALIFOR- 
NIA THOROUGHBRED BREEDERS ANNUAL YEARLING 
SALES to be held July 14th and 15th. . . . The total number 
being 17... . 9 fillies and 8 colts....3 fillies and 2 colts by 
VISCOUNTY. .. . 6 fillies and 6 colts by ANDY K... . Quite a 
bit of interest has been manifested in our yearlings by trainers 
whose charges are now racing at TANFORAN. It is seldom 
that a day goes by without some trainer and his patron in- 
specting the stock . . . recent visitors included: MR. AND MRS. 
B. R. ROBERTS ... RAY and RUTH PRIDDY, who were fol- 
lowed a few days later by his patrons, Mr. and Mrs. SAM 
GOLDBAND, who have four mares at the ranch, two being bred 
to ANDY K. and two to VISCOUNTY. They inspected their 
yearlings, mares and this year’s crop of foals... . KAY and 
BOB BIRINGER came up to see their stakes mare CYNIC 
QUEEN... . Other visitors were... ROYAL and DELL EAST- 
MAN, MARGARET and AL WILLIAMS, DON KILPATRICK 
and FRED CARROLL ... ANDREW KISER and BILL AR- 
RUDA ... FRANCES and JOE BLACKWELL who picked up 
FAR WEST. 
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THE ANGLO-IRISH 
AGENCY, Ltd. 


World Exporters of 
Bloodstock 
to 25 countries 


| 


Every type of horse on hand for 
racing, breeding, riding. 


YOU want the best 
horses—— 


WE have them 


The Anglo-Irish 
Agency, Lid. 
London, W. 1 England 


Cables 
Anglirish, London 


NOW <a safe, sure 
treatment for 
BUCKED SHINS! 


>} Time lost while your horse is 

“0 having a case of bucked shins is 
7 time lost from training. To say 
nothing of the suffering of an 
animal you prize. Get the horse 
M back to normal, fast, with 


PERIOSTINE #22 


Here’s an unfailingly successful 
treatment for bucked shins. It’s 
easy to use, response is rapid— 
and the cost is nothing com- 
pared to the time otherwise lost in a laid- 
up horse. Periostine #22 is made by the 
makers of Thoroughbred Strongylezine, 
the famous worm-remedy known and used 
by leading trainers and breeders. 
Price of Periostine #22 is $5 per 125cec bottle. 
Order from your ler; or have it 
sent direct by express prepaid. 


If you order by mail, may we 
have your dealer’s name? 
Vey 


haa Address: P.O. Box 22-1, Lima, Pa. 


Veterinary Remedies, leg etc. 
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$990 to $595,000 


Another rags-to-riches story of the 
American Turf: 


John L. McKnight’s Agrarian-U, cur- 
rently campaigning at Suffolk Downs, was 
bought as a yearling for $550 and now, 
five years old, has won $55,000, his most 
recent stakes triumph being the Paul Re- 
vere Handicap at Suffolk. 

McKnight purchased Agrarian-U as a 
yearling, discovered he had a capable run- 
ner when the gelding went to his knees at 
the start of the Bashford Manor Stakes at 
Churchill Downs but got up and came on 
10 finish third. 

McKnight, especially proud of Agrar- 
ian-U’s stretch rushes, believes he has a 
good plan in preparing a horse for spring 
end summer action as he did Agrarian-U, 
which came out of winter quarters for the 
Paul Revere. 


“lve found from experience that it’s not 
good to unwind an old horse during the 
winter and then try to get him ready for 
the races the next spring,” McKnight ex- 
plains. “I'm great for walking. walking, 
and walking horses. getting them fresh 
and strong again. That’s what we used to 
do in Ireland, and it’s always worked out 
well.” 

Born in Ireland, McKnight came to this 
country in 1923, trained polo horses at a 
country club in Detroit from 1925 until 
1931, when he ran a small string of horses 
in Canada. 


Last winter he trained his horses at his 
home in Tryon, N. C. 


LAW SUIT 


Band leader Harry James and_ his 
wife, Betty Grable, of the movies, have 
been named defendants in a $14,550 suit 
filed in Superior Court at Los Angeles by 
Donald Jefferson, former trainer of race 
horses owned by the couple. 

Jefferson, charging breach of contract, 
said in his complaint that on last Septem- 
ber 12 he contracted to train the horses 
for a period of one year at a salary of 
$7,500 and 10 per cent of certain purse 
monies. 

On February 9, Jefferson said, he was 
discharged without cause and in violation 
of the contract. He seeks payment of the 
balance of the year’s salary, an accounting 
of purses won, and $10,000 as his share of 
the purses the stable might have won dur- 
ing the contract period. 


Armed, winner of the Widener Handi- 
cap and other races this season, may make 
his next start in the 114-mile Suburban 
Handicap at Belmont Park on May 30. 
He is recovering from a cut on a hind 
leg. 


Ist Season 


Skhytracer 


(Property of M. B. Goff) 
B. H., 1941, by FLARES—*Borgia II, 
by Bosworth 

Winner of stakes in each of his 
3 years of racing SKYTRACER is 
by the winner of the Ascot Gold 
Cup in England, at 242 miles with 
136 lbs. His dam is also by a 
great English sire who won the 
same race. SKYTRACER was an 
exceptionally superior race horse, 
having won on both wet or dry 
tracks, defeated some of the lead- 
ing American handicap horses, in 
cluding Stymie, run % mile in 
1:09%s, and 1% miles on an off 
track in 1:50%, and 1 mile and 70 
yards in 1:41 handily with top 
weight of 123 lbs. 


WON Blue Grass Stakes 

WON New Year's Handicap 

WON Dade County Handicap 

WON Several Other 
Handicaps 

2ND_ Flamingo Stakes, etc. 


FEE $500—Live Foal 


To Approved Mares 


Shot 


(Property of M. B. Goff) 
B. H., 1931, by CHANCE SHOT— 
*LaBayonette, by Verwood. 
Winner of the Windy City 
Handicap and 21 races FLINT- 
SHOT’S produce earned $126,286 
in 1946 when he had 18 winners 
of 45 races at the best tracks in 
the country. His Ist 2-year-old 
starter of 1947, SIR FLINT, won 
his first start at Hialeah; three- 
eighths in :33%, with ease. 
FLINT SHOT'S sire was a lead- 
ing sire for several years and his 
dam (whose produc? earned about 
$200,000), is half-sister to the fore- 
most sire of sires—*TEDDY. 


FEE $200—With Return 


Not responsible for accidents 
or disease. 


Puchety Farn 


Briar Hill Road 
LEXINGTON, KY. 
Phones 6974-X or Shelby 2419-R 


HUGH C. GOFF 


Phoenix Hotel 
FOR SALE—Several Yearlings 


and Horses in Training. 
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ALMAHURST Farm Stallions 
Easy Mon 


The Leading Sire of the 1947 Winter-Raced 2-Year-Olds 


The first quarter of the 1947 racing season reveals that Easy Mon led all 
>ther sires in total money won by their 2-year-olds. Leading winner for Easy 
Mon in 1947 is Phar Mon, winner of the Hialeah Juvenile Stakes. 


$1,000—RETURN 
Book Full 


Lady. SWIAH Ch. 1930, Pompey—Lady Belle 


° 
70%, of Ladysman's foals which have raced more than cne complete season 
are winners. 


Nearway won the 1947 D. J. Kenner Stakes at the Fair Grounds from 11 other 
2-year-olds. Was sold for $14,000 as a yearling. 


Ladysman is also the sire of the stakes winners Swain, Best Effort, Incoming, 
and, in 1946, Rockwood Lou. Ladysman won $134,310, including the Arlington 


Futurity, United States Hotel Stakes, Grand Union Hotel Stakes, Hopeful Stakes, 
etc. 


$S00—LIVE FOAL 


allahs adh 0 B. 1937, *Sir Gallahad II]—Countess Time 


4 out of 4 foals from Gallahadion's first crop (1943) are winners of 15 races. 


Gallahadion has four winners from his second crop (2-year-olds of 1946) four 
others have placed. Gallahadion won the Kentucky Derby, is by a sire of two 
other Kentucky Derby winners and is out of a daughter of a Kentucky Derby 
winner (Reigh Count), the sire of a Kentucky Derby winner. 


$500—LIVE FOAL 


7 if and Slam Ch. 1933, Chance Play—Jeanne Bowdre 


In his first four crops, GRAND SLAM has sired the stakes winners Seven 
Hearts, Devil's Thumb, Ogma, Billy Bumps, and Bill Hardey, and many other 
winners. Seven Hearts was one of the best handicap performers racing in the 
Middle West and East in 1946. Grand Slam is the sire of the winners of the 
following stakes in 1946: Washington Handicap, Puritan Handicap, Laurel 
Stakes, Columbus Day Handicap, Chicago Handicap. 
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HENRY H. KNIGHT 


Almahurst Farm MARVIN CHILDS, Mar. Nicholasville, Ky. 
Saturday, May 10, 1947 
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? Mereworth's Derby Week picture is of the chestnut filly by the 1942 Kentucky Derby winner 
oe Shut Out and the mare Dark Loveliness. Several years ago Dark Loveliness dropped another chestnut 
filly at Mereworth Farm, named Dark Discovery, by Mereworth-bred Discovery. The filly ran second 


ge 


ii, 


in five stakes and then took on Alsab, Shut Out, Marriage, Bolingbroke in the 1%-mile Gallant Fox Handi- 
cap. She took the lead shortly after the start, held it throughout, to win decisively. 


Outside of Kentucky the big story of the week for Mereworth Farm was Big Story’s triumph in 
the Rennert Handicap at Pimlico. The Mereworth-bred son of *“Hairan--Lotta Bull, by “Bull Dog, won 
his first stakes and the second stakes of the year for his sire. Big Story is Lotta Bull's first living foal. Her 
second is the 2-year-old winner All for Nothing, a bro‘her to Big Story, and her third is a chestnut filly by 
*Heliopolis foaled March 8, of this year. 


MEREWORTH FARM 


(Walter J. Salmon) 
Lexington Kentucky 
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